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BILL NO. S-77-06- 





SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a certain 
bid document for purchase of an 
ambulance for Emergency Medical 
Services. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE, INDIANA: 

SECTION 1. A certain bid document Ref. No. 786 
dated May 4, 1977, between the City of Fort Wayne, by and 
through its Mayor and the Board of Public Safety, and 
AMPAR, Incorporated for: 

1 1975 Dodge B-300, Delux Trim, 

AMPAR Conversion - Van-type Ambulance $12,500.1 

for a total cost of $12,500.00, all as more particularly set 
forth in said bid document Ref. No. 786 and Purchase Order 
No. 4-00757, which are on file in the Office of the Department 
of Purchasing and are by reference incorporated herein, made 
a part hereof and are hereby incorporated herein by reference 
hereto and made a part hereof and are hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage and approval by the 
Mayor. 



APPROVED AS TO FORM 










Read the first time in full and on motion by 


seconded by 


Committee on 


and duly adopted, read the second time by title and referred to the 
_(an^-4h^^i ty ^ Pi-an "6 o m - m jesaioji for 




r ec o m m e n datiQ n.i~aj^^ubl.ic^-Heagirng-to-be--held"‘a-ft-er--drue--legal-r 


City-Coufity^liilding, Fort Wayne, Indiana, on 
of ' . 


^-aiut he C ouncil Chambers, 
d ay 


DATE: 




Read the third time in full and on motion by 


CITY CLERK 


seconded by 

PASSED (fesi? 

by the folic 


AYES 

TOTAL VOTES 

8 

BURNS 


HINGA 


HUNTER 

1 / 

MOSES 


NUCKOLS 


SCHMIDT, D . 

"t: 

SCHMIDT, V. 


STIER 


TALARICO 

i/ 


~ 7 ^ 

_, and duly adopted, placed on its passage. 


NAYS 

o 


ABSTAINED 


ABSENT TQ-WIT: 

I 


DATE: 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(ZT3NTNS-MAPT—(TlENBR-^i)~».(ANN£XAT-IG>N') (SPECIAL) (APPROPRIATION) ORDINANCE 


on the 





ATTEST: (SEAL) 


_day of 








_, 19^2 


P/Residing officer 


CITY CLERK 

Presented^by me to the Mayor of the City of Fort Wayne, Indiana, on the 





19 72, at the hour of S . 


Approved and signed by me this _ 
at the hour of gQ " -^-<a o 'clock 


CITY CLERK 
l 3*^^- d ay of 


M. ,E.S.T. 



MAYOR 







































































































Bill No. S-77-06-04 



,W L - ^ 


REPORT OF THE COMMITTEE ON FINANCE __ 

We, your Committee on Finance to whom was referred an Ordinance 

approving a certain bid document for purchase of an ambulance for Fmprgpnry 
.Medical Services. _ ■ __ 


have had said Ordinance under consideration and beg leave to report back to the Common 








































Memorandum 


To A. 

N. Hepler - Board of Public Safetv 

Date June 3, 1977 

From 

Richard F. Buqher, Purchasina Department 


Subject 

Bid Reference No..786 - EMS Van Ambulance 



COPIES TO: 

Don Cleveland 
Larry Fisher 


Herewith are bid documents (Bid No. 786) relating to Purchase Order 
No. 4-00757 favoring AMPAR, Inc. for One (1) each 1975 Chassis by 
Dodge AMPAR Conversion Ambulance. Total price of $12,500.00. 

The following documents are attached in support of the recommendation 
for acceptance of AMPAR's offer: 

1. Copy of Mai ling List 

2. Copy of Tabulation Sheet 

3. Copies of Bids received 

4. Copy of Purchase Order No. 4-00757 

Eleven (11) vendors were invited to bid. Three (3) vendors submitted 
bids with One (1) vendor submitting Two (2) bids, one of which was an 
alternate. Travel Equipment Corporation's bid was not accepted because 
of their Bid Surety Form not being correctly filled out. 

The Director of EMS has reviewed the bids and concurred with the award 
to the lowest (alternate) bid of AMPAR, Inc. 

It is urged that in referring this bid to the City Council for enactment 
of an ordinance, that all of the attached items together with this memo¬ 
randum (or copies) be included with the proposed ordinance. 

Please make certain that no confirming Purchase Order Number is given to 
AMPAR, Inc. until evidence of Council approval is furnished to the 
Purchasing Department. 



RFB/gb 










Bid Reference No. 786 

Date June 1, 1977 

Vendors Name & Address 

Cards Mailed 

Bids Picked Up Bids Mailed 

Ampar, Inc. 

\ P. 0. Box No. 363 

Fort Wayne, Indiana 46801 


TT-fiZL 

Wangler Superior Sales 

113 Wood lawn Drive 

Warsaw, Indiana 46580 



h 

Butler Coach Company 

8401 West Washington 

Indianapolis, Indiana 


. 

- 

National Custom Coaches 

Knightstown, Indiana 46148 



i 

i v 

Indiana Safety Company 

640 South Chap ion 

South Bend, Indiana 46621 

j 


i 

Care-A-Van 

501 Virginia Avenue 

Indianapolis, Indiana 46203 

| 


1 1 

PS 1 Mobi1e Products, Inc. 

14002 Hovey 

Warren, Michigan 

i 

i 



Braun Industries, Inc. 

104 North Fourth Street 

Oakwood, Ohio 45873 

j . | f'i' ' 

• ? 

TEC Ambulances * j 

64686 U.S. Highway #33 

P. 0. Box No. 512 

Goshen, Indiana 46526 

" 

Tri State Fire & Rescue 

j . ' ; 


1319 North Iowa 

South Bend, Indiana 46628 

7/ 


Hawk Equipment Company 
112 Shadow I awn Drive 
No6lesviIle, Indiana 46060 












































COMPUTATION OF BIDS 

PlD REF. 78fi 

CLOSING DATE June 1, 1977 

One (1) Emergency 
Medical Services Van 
Type, Ambulance 

Alternate - 1f Bid 



, , Q{oU-S'0Cr3‘n- J fW.r' 

Ampar, Inc. •^ 

P. 0. Box No. 363 

Fort Wayne, Indiana 46801 
TT/vu/T bib/a.* 

ft Pi/eW 

I 4 ??*! POPCL/S 

TOTAL--$ S'Tb - /,7^3-Lo 

toms’ Ne-uJ - £)o t>G IS. 

$tj>- V36£.VZ. 

LESS' TAX--^y w / Sm- 

TOTAL $ 

LESS TAX 

LESS TRADE 

TOTAL $ 

LESS TAX 

LESS TRADE 

LESS DISC 

TOTAL ^ /U. c t'7t?.J-? 

LESS TRADFU^. 71/,/'-? 

LESS DISC ' 

TOTAL /JX .Jfso. 

LESS DISC 

TOTAL 

LESS DISC 

TOTAL 


v0e-A -San'**- /afi ~ONH 



Tri State Fire & Rescue 

1319 North Iowa Street 

South Bend, Indiana 46628 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE _ 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 





Hawk Equipment Company 

112 Shadowlawn Drive 

Noblesville, Indiana 46060 
' 1M«[T BiP/co^p 

6^1^ piAJ o - Cotftf* ■ 

Mil Hed**- 

. M.lotxXtl 

LES&—T. / / 30 . eo 

-joobC-e 

TO h/toOlM 
AAP,£.^' 

TOTAL $ 

LESS TAX 

TOTAL $ 

LESS TAX 

l&&s - / 311 &- 

LESS TRADE 

LESS DISC 

LESS TRADE 

LESS DISC 

LESS TRADE 

LESS DISC 

TOTAL / 7 . /V.X4 

TOTAL V/£, 3o/r.Z</ 

TOTAL 

TOTAL 

De x- - </tf (L s^- j ' S/ T I- 0 V 6 

beu . Jo ‘/S P/Hs - il 

fiA-^ _ __- 


Care-A-Van 

501 Virginia Avenue 

Indianapolis, Indiana 46203 

y/a. 

TOTAL $ 

- - - — / 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 





Wangler Superior Sales 

113 Wood lawn Drive 

Warsaw, Indiana 46580 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 





Butler Coach Company 

8401 West Washington 
Indianapolis, Indiana 46240 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE _ 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 


















































































































































iHMPUTATIOM Of BIBs 

P REF. 786 

CLOSING DATE June 1, 1977 

One Cl) Emergency 
Medical Services Van 
Type Ambulance 

Alternate - 1f Any 



National Custom Coaches 
Knightstown, Indiana 46148 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 





Indiana Safety Company 

640 South Chap ion 

South Bend, Indiana 46621 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 





PSI Mobile Products, inc. 

14002 Hovey 

Warren, Michigan 48089 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 





Braun Industries, Inc. 

104 North Fourth Street 

Oakwood, Ohio 45873 

TOTAL $ 

TOTAL § 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 





TEC Ambulances B,b 

64686 U.S.Highway #33 £“=! 

P. 0. Box No. 512 OemphtiZ* 

Goshen, Indiana 46526 

X- u u tr/cc P 

/? p}> /c o ^ & . 

TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX ' 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 






TOTAL $ 

TOTAL $ 

TOTAL $ 

TOTAL $ 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TAX 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS TRADE 

LESS DISC 

LESS DISC 

LESS DISC 

LESS DISC 

TOTAL 

TOTAL 

TOTAL 

TOTAL 






































































































































CITY OF FORT WAYNE 


DEPARTMENT OF PURCHASES 
NUMBER ONE EAST MAIN STREET 
ROOM 470 

FORT WAYNE, INDIANA 46802 
MAIL ALL CORRESPONDENCE, CLAIM VOUCHERS ETC. TO: 

Emergency Medical Services 


Room 310, City-County Bldg, 

Fort Wayne, Indiana 46802 


One Main St, 


AMPAR, Incorporated 

2010 Lakeview Drive 

P.0. Box 1363 

Fort Wayne, Indiana 46801 


Emergency Medical Services 

Room 310, City County Bldg, 

Fort Wayne, Indiana 46802 


2834^1 

J 

One Main St. 


R DISCOUNT SHOWN BELOW) 


PURCHASE ORDER NUMBER 

4 - 00757 


date June 3> 

REF. NO. 

REQ. NO. 29 


1977 


THE ABOVE INFORMATION MUST APPEAR ON 
ALL INVOICES, BILLS OF LADING, DELIVERY 
TICKETS, PACKAGES AND CORRESPONDENCE. 

INVOICE IN DUPLICATE. 


S PURCHASE ORDER ISSUED B 

DP 


APPROPRIATION 'J 
kND FUND J 
NUMBER J 


10-835-722 


MATERIALS, SUPPLIES OR SERVICES 


TAX EXEMPT (UNLESS OTHERWISE INDICATED) 


1975 Dodge B-300, Delux Trim, AMPAR 
Conversion - Van-type Ambulance 


Per Bid #786 


Delivery; 30 days A.R.O. 


iSS OTHERWISE 
ATEDTHE PRICES 
M DO NOT INCLUDE 


I HEREBY CERTIFY THAT THE COST OF THE ABOVE PURCHASE IS FULLY 
ERED BY UNENCUMBERED BALANCES IN THE ABOVE FUNDS AND THAT THE 
EXPENDITURE THEREFOR HAS BEEN DULY AUTHORIZED AND APPROPRIATED. 


SUBJECT TO COUNCILMANIC APPROVAL 


RB/gv 


$1.2,500.00 


Director of Purchases 


ORIGINAL (1) 






































FC3M DFf.S 5-68 CITY Of FOjRl tfalli 1 fi 

DEPARTMENT OF PURCHASES 
Number One Main St„, Ft, Wayne, Inc!, 
INVITATION 



iSteam mxvssrm 


DEPARTMENT OF PURCHASES 
Ft, Wayne, I nd .. 46802 


Date May 4, 1977 


Date wanted _ 


Department ' , ' 

rv- Ditntinn t. M. S. 

~3Fd’ Floor - Clty County Bui iding 7 ~~ — 

Address_ One P a in, Street - Fort Wayne, Ind iana __ 

RETURN ORIGINAL TO THE CITY—-RETAIN DUPLICATE COPY FOR YOUR FILS 
Closing • 

Time of Bids Wed n esda y^JjjneJ. ^„ L9T7^JJj00_A.Jj Ji _. ___ 

TAX EXEMPT (Unless otherwise indicated) 


Fund 10-835-722 
Appropriation No. 






Emergency Medical Services Van Type Ambulance per Specifications 
Attached. 

Ail Specifications and Quesfdonnaire must be fully completed. 

The enclosed Non-Col I us ion Affidavit and Proposal and Bid Surety 
'Form must be properly executed and returned as part of your Bid. 


This is a (R.F.P.) Request for Proposal Bid where Bidders are 
asked to submit technical specifications along with their Bid so, 
that proper evaluation can be made. Cost will not necessari 1 y he 
the determing factor and bidders are requested to submit alternate 
Bids also, for consideration. 

1977 Chassis by Dodge, Conversion by AMPAR per specifications as 
listed* * ' - ' 


14,9?6.2; 


*3 


Jfe cash disco nut it paid within-. 




a of g-oods or completion of services.. 


PROPOSAL OR BID 


- 7 , 






t ’Hchm a paMowukW 

* ftppJTinjp' at tfc* 


INI very of any or alt of the items or cornbi Trioc. of services indicated shall be made withirfiCLdaya from receipt of orderT 
IMPORTANT .. 

r 60 To 90 Days from receipt of chassis. ^ 


T Tf’uL-'-if 


- AMPAR, INC 
„ : . v ^, 


































































Page #3 - #736 


Specifications for One (1) Emergency Medical Service Van Type Vehicle. The Specifications 
are minimums and all exceptions to the specifications must be noted and agreed upon by the 
Emergency Medical Service. 

1. Standard Minimums : - 

Deluxe bucket seats, (2), anchored by four case hardened steel bolts, 
reinforced with six guage heavy steel, minimum; tinted glass in all 
windows; 7%" by 10" exterior mirrors (west coast type) including a convex 
portion, located at bottom exterior mirror. Driver seat to be reinforced 
with sixteen guage flat steel mounted on top and at front of seat frame. 

. (See Drawing #1) . f $ 4.610.00 


2. 

Suspension 

Front: 

3800 lb. system. Dodge MBL type, shock absorbers: 
super duty, MBL type, or equal. 

$ 

168.00 


Rear: 

Extra heavy duty, with anti-sway bar. 

$ 

. 122.70 

3. 

Springs: 

Front: 

Dodge MBL type, 3800 lb. minimum, or equal. .. .. • 

$ 

132.80 


- Rear: 

Leaf type, 2750 lb. minimum, left side reinforced to 
accomodate extra weight ob cabinetry. 

$ 

157.90 

4. 

Axel: 

Front: 

Dodge MBL Type, or equaj .• ..... 

' $ 

.140.00 


Rear: 

Anti-spin, 4.10 - 1 gear ratio. 

$ 

80.60 

5. 

Batteries: 

Two 12 volt, 70 arnp-hour, #1 located under hood, #2 located under 
under floor of passengers' seat, easily accessible from outside, 
with door open. 

$ 

173-25 

6. 

Bumpers: 

Front and Rear, both chrome. 

$ 

46.00 

7. 

Engine: 

360 cu. Inch minimum 

$ 

65.80 

8. 

Transmission: Three speed automatic, with one speed reversed.' 

$ 

305.30 

9. 

Horns: 

Dual horns with ,horn bar, horn for reverse gear warning 
system. 

$ 

• 11.20 

10. 

Grilie: 

Chrome or anti-rust, or equal. 

$ 

STD. 

11. 

Radiator: 

Extra large, heavy duty with 16 Qt. capacity 

$ 

STD. 

12. 

instrument 

Panel: Padded and lighted. 

$ 

41.00 

13. 

Glass: 

Curb side body. 

$ 

42.00 

14. 

Hub Covers 

: Chrome or equal. 

$ 

9.95 

15. 

Wheel Rims 

r To be painted with Dupont White Emron. Code #4288UL 

$ 

80.00 

16. 

Body Mol di j 

ig: Chrome 

$ 

128.00 
























Required. 


17; Power Steer!ng: 


Page #4 - #786 

$ 178.95 


18. Climate Control: Heater-Defroster, factory air, mounted in drivers' 
compartment, separate heater and air conditioner 
in patient compartment, (air-conditioner mounted 
overhead in enclosed compartment above passageway 
from driver's compartment to patients' compartment, 
air-conditioning unit must have provisions for easy 
access for repair purposes. Heater positioned in 
left rear of patient compartment. $ 572.40 


19. Undercoating: Required 


$ 50.00 


20. Trim: 


Interior trim, factory color coordinated, seats, 

dash, front door panels. $ 113.45 


21 . 


22 . 


24. 

25. 

26. 


Tires: Five (5) 800 by 16.5 steel belted radial tires 

mounted, and two ( 2 ) mounted 800 by.16.5 steel belted 
. radial snow treads with studs. Tires manufactured 


.by Goodyear or Michelin. $ 
Door Check Arms on all Doors: Required $ 
Doors: Double rear. - $ 
Doors: Double doors on curb side. $ 
Hand Throttle Control: Electric Type or equal. $ 
Parking Brake Light: ^ $ 


440.00 


STD 

.it a,.QQ 

18.00 


27. Size: 


Minimum of 100 inches total height, 125 inches 
total patient compartment length, 60 inches minimum 
patient compartment height, minimum 25 inches floor 
space between squad bench and installed patient cot. 


$ STD. 


STANDARD TOTAL: 

$ 

7,753-60 

LESS TAX: 

$ 

NONE 

LESS DISCOUNT: 

$ 

1,000.00 

NET TOTAL: ' 

$ 

-&>Z53.«6Q. 


Ds! i very Date: July 30, 1977 


Warranty:_ 



















standard conversion c 

28. Trim: 

29. Floor: 

30. Step: 

31. Lights: 

32. Cot Holder: 

33. Guard Rail: 

34. Seat: 

35. Seats: 

36. Cover: 

37. Cooling System: 

38. Headers: 

•39. "Star of Life": 

40. Headlining: 

41. Cabinet: 

42. Panels: 


lETAILS : v Page #5 - #786 

All Blue vinyl interior trim, including side and 
all door panels (patient and drivers compartment) 
padded & quilted design. $ 89.00 

Full length floor, 3/4 inch marine plywood base, 

covered with cushiontone type vinyl floor covering, 

water sealed at all edges, with chrome moldings. $ 108.00 

Step built into rear bumper, minimum width of 53 
inches, 9 inches deep safety grip strut thread, 
self cleaning, rounded and smooth corners, attached 
by double bolt'system. $ 108,00 

Six bright dome lights and tv/o blue running or low 
intensity lights in patient compartment, map light- 
mounted on passenger side of drivers' compartment. $ STD. 

Cot Holder mounted into floor. $ 40.00 


Chrome fold down guard rail mounted on squad bench. $ 35-00 

Attendant seat with padded back rest and safety 
belts, located at head of patient, with storage space 


for portable 02 - $ 125.00 

Driver and rider front seats to be secured by double 

bolt system. - $ 119»00 

Wheel House Cover, squad bench all covered with 

blue vinyl with chrome mouldings. ' $ STD * 

Separate cooling system for transmission. $ 61.00 

Padded door headers.on all patient compartment 

doors, minimum of 2 inches thick. $ STD. 


One 14" on left side, one 14" on right window, 
two 14" on rear windows with backing cut out; 

%" border of white around blue "star", and one. 

24" on roof only, all reflective material. $ 145*55 

White vinyl headlining, both driver and patient 
compartments with zippers for easy access to roof 
lights; limited to upper roof section only. 

All Cabinetry to be of metal construction with 

chrome trim or equaJ. $ 473.43 


Side panels backed by sheet metal with metal 

behind ceiling vinyl. Switch panel in drivers 

compartment for: a) Emergency Lights, b) Siren, 

c) Flood Lights, d) etc. Switch Panel in patient . 

compartment For; a) Dome Lights, b) Heater, c) Air 

Conditioning, d) Exhaust Fan, e) Etc. $ 48.00 



















and circuit breakers tor interior overioau protection. 
Automatic pillar switches on all rear .doors for 
interior lights. $_ 


44. Reflectors: 

45. Insulation: 


46. Reinforcement: 


Red reflectors inside and outside of all doors. 


$_ 


Raised roof section to have cork type insulation on 
center section and upper sidewalls. Body sides 
to have solid-backing blanket type insulation such 
as UltraLiner's 1200 H Hating Non Settling. $_ 

All side panels reinforced with heavy steel, 
minimum of 14 guage 8 x 2" wide channeled, side 
member type steel running full length of patient 
compartment on lop side of wheel wells. (See 
Drawing #2A) Front doors reinforced with steel 


47. 


66.00 


channels of 14 guage 8 x 2" wide channeled, 
member type steel. (See Drawing #2) 

side 

■$ 

460.00 

driver and patient compartment with sliding 

door. $ 

185.00 

STANDARD CONVERSION TOTAL: $ 

1,969-55 

LESS TAX: 

- $ 

NONE 

LESS DISCOUNT: 

$_i.$2,.55. 

: NET TOTAL: 

$ 

0 

0 

0 

0 

00 


Delivery Date: Jul y 30,1977 


Warranty: 


One Year 













Page §7 - £785 


OPTIONS: 

48. Inverter: 

49. Oxygen: 

50. Paint: 

51. Plasma Hook: 

52. Ventilator: 

53. Hand Tool Set: 

54. Master Switch: 

55. Fire Extinguisher: 

56. Alternator: 

57. Aspirator: 

58. Assist Bar: 

59. . Storage Capabiliti 

60. Batteries: 

61. Rail: 

62. I.V. Pole: 


1000 Watt AC inverter, located behind drivers seat 

with one outlet in patient compartment and one in 

each rear fender. $ Exception 

Hospital installation'including regulator, two 

flush mounted outlets, flow meter, humidifier, mask 

and hoses, oxygen demand value, aspiration trap, 

and collection unit, high pressure hoses, and all 

metal reinforced oxygen tank cradle for "M" size tank, 

all Puritan~Bennet;t type both right and left side liter 

flow outlets. • ’ - ' . $ 725.00 


While Factory, with Omaha Orange (Code 311)) stripe 



painted with Dupont Emron paint, surrounding van 
sides. Back and Top. 

$ ' 

200.00 - 

Plasma hook mounted in patient compartment ceiling, 
mounted between attendant seat and patient cot. 

$ 

60,00 

Power driven with screen, located in rear ceiling 
of patient compartment. 

$ 

81.00 


Fire Axe, Two flashlights with batteries, 12 flares, 

2 pair orange flourescent rubber gloves, lantern with 
battery, two lengths, 3/4 inch manilla ropes, 50 Feet 


each, double action tin snips, and 24 inch wrecking bar. 

$ Exception 


Master switch in drivers compartment to cut off all 
emergency systems, except inside lights. 

$ 

15.00 

One 10 pound dry chemical fire extinguisher, mounted 
in drivers compartment. ■ $ 

54.00 

130 amp Leece-Neville alternator or equal. 

4700 Series Preferred. 

$ 

366.25 

Electric type suction with N.C.G.- gauge. 

$ 

.170.00 

Full length mounted on ceiling, stainless steel. 

$ . 

113.00 

es: 1 Scoop Stretcher, 1 Stair Chair inside rear 

door, 2 Full length backboards - left rear behind 
wheel wall, 1 Short backboard - left rear wall behind - 
. swivel base and wired for on board charging system. 

$ STD. 

Dual batteries with protected selector switch on 
right hand side of base of drivers seat. 

$ INC. ABOVE 

Mounted Fairfield Modura rail, eight feet long, on 
cabinet sides with two attached Modura guides. 

$ 

78.00 

Attached I.V. pole 5 inches in pole height attached 
to Modura guide. 

$ 

35 .OO 


















64 ; 


Beacon Rays: 
Flashing Lights: 


66. Fog Lights: 

67. Spotlight: 

68. Flood Lights: 


70. Roof: 


Dual 184 beacon rays mounted on front roof corners. $ 232.00 

Eight (6) 6 inch alternating red and amber flashing 
lights, tunnel type, v/aterproof seal, tunnel 
mountings moulded into roof shell; Two (2) mounted 
on roof sides and rear. Two (2) 4 7/8 inch round 
red flashing lights, mounted in grille, wig-wag 
type. $ 


Amber, mounted below grille. 

Hand held, clear, mounted passenger side only, 
with 6 feet of cord and securely fastened on" 
mounting on dash, 50,000 canalepower. 

Two mounted on each side, and rear, quartz type 
with right and left bank system to be operated by 
separate switches in drivers compartment. Rear 
floods minimum of 100,000 candlepower and side 
floodlights in minimum.of 150,000 candlepower. 

Federal PA 200 siren system with two exterior 
mounted chrome CPI00 speakers, including a PA 
system, with option to cut out One (1) speaker, 
with switch mounted in drivers compartment. 

All steel, with interior mounted 3/8” thick x 
4" wide steel roll bars.. (No Exceptions) 


560.00 


-88,-QO. 


$ ' 150.00 


$ 54-0.00 


$ 1,895.00 


24 Hour Delivery of Parts, except Dealer Items. 


Spare ambulance available and to be provided if ambulance is out of service 
for a period to exceed 24 hours. 

Warranties specified in Bid. 

Floor Plan specified in Bid. 

Alternatives are welcome if specified. 

Painting and Lettering capabilities specified in Bid. 

Delivery 45 to 60 Days A.R.O. 


OPTIONAL TOTAL: 

$ 

6,943.68 

LESS TAX: 

$ 

NONE 

LESS DISCOUNT: 

$ 

521.00 

NET TOTAL: 

$ 

6,422.68’ 


Delivery natni Jul y 3°»J 977 

Warranty: 


One. Year, 
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Bidders Proposal - To Be Completed by the Bidder 


STA 

NDARD SPECIFICATIONS: 


1 . 

Standard Minimums: 

197? Dodge B300 Delux Trim 

2 . 

Suspension: 

3800 MBL - 

3. 

Springs: 

Rear 2750 lbs. 

4. 

Axel: 

Front MBL Type Rear Anti Spin, 4.10-1 Gear ratio. 

5. 

Batteries: 

12 Volt ?0Amp Power 

6 . 

Bumpers: 

Front and Rear Chrome' 

7. 

Engine: 

360 CUT. Inch 

8 . 

Transmission: 

3 speed automatic 

9. 

Korns: 

Dual with horn bar 

10 . 

Grille: 

Chrome 

n. 

Radiator: 

16 qt. 

12 .- 

Instrument Panel: 

Padded and- lighted 

13. 

Glass: 

- Curb side body 

14. 

Hub Covers: 

—Cirramp- 

15. 

Wheel Rims: 

16.5 x 8.75 

15. 

Body Molding: 

.-.Chrome 

17. 

Power Steering: 

Factory Std. 

18. 

Climate Control: 

Factory Std. (Front) 



Rear Compartment Overhead mount 

19. 

Undercoating: 

Zeibart 

20 . 

Blue Trim: 

As Required * 

21 . 

Tires': 

. As Required ' 

22 . 

Door Check Arms: 

As Required 

23. 

Doors: 

(Rear) Double doors 

24. 

Doors: 

(Side) Double doors 

25. 

Hand Throttle Control : Electric Type 

25. 

Parking Brake Light: 

: Dash Mounted Red 


27. Size: 


As Required 













































JTirn lUrtKU 
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28. 

Trim: 

As Required... 


29. 

Floor: 

Armstrong: Cushiontone 


30. 

Step: 

As Required • 


31. 

Lights: 

As Required 



32. 

Cot Holder: 

Floor Mounted 


33. 

Guard Rail: 

As Required ’ 


34. 

Seat: 

Attendant (Padded) 


35. 

Seats: . 

Driver, Passenger Delux Factory 


36. 

Cover: 

As Required 


37. 

Cooling System: As Required 


38. 

Headers: 

As Required 


39. 

"Star of Life 1 

": Conrolete G.S.A. Package 


40. 

Head!ining: 

White Vinyl 


41. 

Cabinet: 

Metal Construction. 


42. 

Panels: 

As.. Required 


43. 

Switches: 

All rocker switches lighted 


44. 

Reflectors: 

As Required • 


45. 

Insulation: ' 

As Required 


46. 

Reinforcement: 

: 2" x 6" 14-ga. channel 


47. 

Accessway - Driver and Patient Compartment: Slideing door floor plan A 



OPTIONS: 

48. Inverter: Exception ___ 

49. Oxygen :_ Puritan-Bennett system as required 

50. Paint:_ Bmron _ , _ 

51. Plasma Hook: As Required __ 


52. Ventilator: Power Type 









































OPTIONS (CONTINUED): 
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53. Hand Tool Set: Exception _,_ 

54. Master Switch:_ Cole-Hersee __ 

55. Fire Extinguisher: lOlbs. Dry Chemical _ 

56. Alternator: 130 Amp 4700 Leece-Neville _ 

57. Aspirator: Electric Type _ ' 

58. Assist Bar: Stainless Steel _ _ _ 

59. Storage Capabilities: As Required _ ' 

60. Batteries: Two 70Amp _ ~ _ 

61. Rail:_ Fairfield __ _ _ 

62. I. V. Pole: Exception _ 

63. Handle Exits: At Rear Loading Door __ 

64. Beacon Rays :___Dual_l84__ 

65. Flashing Lights: As Required ________ 

66. Fog Lights: - Amber _v_ 

67. Spotlight:^_ Hand Held _ 

68 . Flood Lights:_ As Required ____ 

Federal PA 200 with Chrome Twin Speakers 

Steel Roof■ 


70. 


Roof: 
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Reference Ho. 786 


HOH-COLLU5IOH AFFIDAVIT 

STATE OF INDIANA, 

_Allen_COUNTY 

The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that thi 3 bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 



He further says that no person or persons, firms, or corporation has, have or will receive directly or 
ndirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. 

. 


,_Q 


_ Jame s_ J_._ Duffek Pre sident 


For _AMPAR,_INC 1 


Subscribed and sworn to before me this — 31. -day of 

My Commission Expires 
Jan. 13*1980 
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Page 


News 

Sentinel x 

•Journal 

Gazette 

Other 


Kindly publish the following 
advertisement on the dates as 
shown and issue invoice to * 


DATE May 4, 1977 


* Department 
Address _ 


E. M. S. 

3rd Floor -~(Jrfy'County“Bui Iding 
One Main Street - Fort Wayne, Indiana 


Department of Purchases 
City of Fort Wayne 




BIDS WANTED - REFERENCE NO,785 

Sealed Proposals will be received by the City of Fort Wayne at the 
Office of Department of Purchases, Number One Main Street, Room 
470, Fort Wayne, Indiana, until ■ Wednesday - June 1, 1977 - 11:00 A._M 

__ - for the following items: 


One Cl) Emergency Medical Services Van-Type Ambulance 


’Bid Forms, specifications, etc,, may be obtained upon application, at 
the office and address given above, 

A Bid Bond or Certified Check in the amount of $ _52_ 

must be submitted with the bid* 


The successful Bidder wiI I 


be required to furnish a 100/, Performance Bond. 

Department of Purchases 
City of Fort Wayne 
By A. C. Lord 

Director of Purchases 


Type of Advertising Required 


INSERT 1st RUN 


REPEAT 2nd 1 


5-12-77 


L^G riL jdi 0T JL GS 


























PROPOSAL AND BID.SURETY FORM 
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PROPOSAL: 

In co-mp'KsuKH? with the forego- 
and agrees, if this hid is accepted within a 
rci . 7’ce with the prices stated herein. 

- 3&e Legal Advei tl eiMit, General ( 
Sp?#!#%atioas, and Plans applying form i 


BID SURETY (REQUIRED BY LAW): 

BOND FORM: (USE THIS BOND FORM—NO ALTERNATE FORM OF BOND WILL BE CONSIDERED). 

KNOW ALL MEN BY THESE PRESENTS, THAT wa, the undersigned, are held and firmly bound unto the City 


of Fore Wayne, State of 


in the s 


L..nine...hundrad..s.e.v.eat.y~six... 


1 to said City of Fort Wayne, its s 


these presents. • 

The condition of this obligation is such that if the bid or proposal attached hereto and made a part hereof and submitted 
to the within named division of the City of Fort Wayne or its duly constituted agent, is accepted and a contract awarded 
to the undersigned bidder and the said bidder shall within ten (10) days after notice of said award enter into a contract 
with .the said City of Fort Wayne, State of Indiana, and shall secure the performance of the same by bond or otherwise 
as may be required to the satisfaction of the City of Fort Wayne, Indiana then this obligation shall be null and void; 












































- CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St», Ft, Wayne, ind„ 46802 
INVITAT ION 



Room 470 ? Number One Main St s , 

^MrarMroYTOT ." 


DEPARTMENT OF PURCHASES 
Ft, Wayne, Ind, 4&802 


3rd Floor - City County Building 
One Main Street - Fort Wayne, Indiana 



RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
XirnTof Bids_Wednes da y...-.. Jun e^L,.,1.9.77 - 1.1:00_AJL_ 

TAX EXEMPT (Unless otherwise indicated) 


s: 


Emergency 
Attached. 


Medical Services Van Type Ambulance per Specifications 


All Specifications and Questionnaire must be fully completed. 

The enclosed Non-Col lusion Affidavit a'nd Proposal and Bid Surety 
Form must be properly executed and returned as part of your Bid. 


This is a (R.F.P.) Request for Proposal Bid whore Bidders are 
asked to submit technical specifications along with their Bid so 
that proper evaluation can be made. Cost will not necessarily be 
the determing factor and bidders are requested to submit alternate 
Bids also, for.consideration. 


1975 Chassis by Dodge AMPAR Conversion 


12,500.(A 


JA L 


a Bond S> S? . 


m s?... 


tit paid uriSun- 


—days from delivery and acceptance of goods or completion of 


PRO POSAL OR BID 

Delivery of any or »S of the items or completion of services indicated shall be made withiriJSdaya from rocelot of order‘d 

important .gr . 

^ 30 Day. Delivery 


L 


J 


.5 


L -2.010. £ 


.President.., 


5731/77 








































JsSSS, ssg-.fsssu 
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GENERAL CONDITIONS, INSTRUCTIONS TO BIDDERS AND INFORMATION FOR BIDDERS 
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Specifications for One (1) Emergency Medical Service Van Type Vehicle. The Specifications 
are minimums and all exceptions to the specifications must be noted and agreed upon by the 
Emergency Medical Service. 

1. Standard Minimums : ' 

Deluxe bucket seats, (2), anchored by four case hardened steel bolts, 
reinforced with six guage heavy steel, minimum; tinted glass in all 
windows; 7%" by 10" exterior mirrors (west coast type) including a convex 
portion, located at bottom exterior mirror. Driver seat to be reinforced 
with sixteen guage flat steel mounted on top and at front of seat frame. 

(See Drawing #1) _ , $ 4.610.00 


2. 

Suspension: 

Front: 

3800 lb. system. Dodge MBL type, shock absorbers: 
super duty, MBL type, or equal. 

$ 

168.00 


Rear: 

Extra heavy duty, with anti-sway bar. 

$ 

122.70 

3. 

Springs: 

Front: 

Dodge MBL type, 3800 lb. minimum, or equal. . . 

$ 

132.80 


• Rear: 

Leaf type, 2750 lb. minimum, left side reinforced to 
accomodate extra weight ob cabinetry. 

$ 

157.90 

4. 

Axel: 

Front: 

Dodge MBL Type, .or equal.- 

' $ 

140.00 


Rear: 

Anti-spin, 4.10 - 1 gear ratio. 

$ 

80.50 

5. 

Batteries: 

Two 12 volt, 70 amp-hour, #1 located under hood, #2 located under 
under floor of passengers' seat, easily accessible from outside 
with door open. 

$ 

173.25 

6. 

Bumpers: 

Front and Rear, both chrome. 

$ 

46.00 

7. 

Engine:. 

360 cu. Inch minimum 

$ 

65.80 

8. 

Transmission: Three speed automatic, with one speed reversed.' 

$ 

305.30 

9. 

Horns: 

Dual horns with horn bar, horn for reverse gear warning 
system. 

$ 

11.20 

10. 

Grilie: 

Chrome or anti-rust, or equal. 

$ 

STD. 

11. 

Radiator: 

Extra large, heavy duty with 16 Qt. capacity 

$ 

STD. 

12. 

Instrument 

Panel: Padded and lighted. 

$ 

41.00 

13. 

Glass: 

Curb side body. 

$ 

42.00 

14. 

Hub Covers: 

: Chrome or equal. 

$ 

9.95 

15. 

Wheel Rims: 

To be painted with Dupont White Emron. Code #4288UL 

$ 

80.00 

16. 

Body Molding: Chrome 

$ 

•128.00 
























T7. Power Steering: Required. 
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$ 179.95 


18. Climate Control: Heater-Defroster, factory air, mounted in drivers' 
compartment, seperate heater and air conditioner 
in patient compartment, (air-conditioner mounted 
overhead in enclosed compartment above passageway 
from driver's compartment to patients' compartment, 
air-conditioning unit must have provisions for easy 
access for repair purposes. Heater positioned in 
left rear of patient compartment. $ 572.40 


19.. Undercoating: 
20. Trim: 


Required $ 50.00 


Interior trim, factory color coordinated, seats, 

dash, front door panels. $ 118.45 


21. Tires: 


Five (5) 800 by 16.5 steel belted radial tires 
mounted, and two (2) mounted 800 by .16.5 steel belted 
radial snow treads with studs. Tires manufactured 
.by Goodyear or Michelin. $_ 


22. Door Check Arms on all Doors: Required 

23 . Doors: Double rear. (Exception, Single rear door) 

24. Doors: Double doors on curb side. 

25. Hand Throttle Control: Electric Type or equal. 

26. Parking Brake Light: 


$ 21.40 


27. Size: Minimum of 100 inches total height, 125 inches 

total patient compartment length, 60 inches minimum 
patient compartment height, minimum 25 inches floor 
space between squad bench and installed patient cot. 


$ Std. 


STANDARD TOTAL: 

$ 7,313.60 

LESS TAX: 

$ None 

LESS DISCOUNT: 

$ 2,947.28 

NET TOTAL: 

$_4,3$6.32__ 


Delivery Date: June TO, 1977 


Warranty: 


One Year 


















STANDARD CONVERSION DETAILS: 
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30. Step: 


31. Lights: 


32. Cot Holder: 

33. Guard Rail: 


All Blue vinyl interior trim, including side and 
all door panels (patient and drivers compartment) 
padded & quilted design. $ 89.00 

Full length floor, 3/4 inch marine plywood base, 

covered with cushiontone type vinyl floor covering, 

water sealed at all edges, with chrome moldings. $ 108.00 

Step built into rear bumper, minimum width of 53 
inches, 9 inches deep safety grip strut thread, 
self cleaning, rounded and smooth corners, attached 
by double bolt system. $ 108.00 

Six bright dome lights and two blue running or low 
intensity lights in patient compartment, map light 
mounted on passenger side of drivers' compartment. $ sto. 


Cot Holder mounted into floor. $ 4o.OQ 

Chrome fold down guard rail mounted on squad bench. $ 35,00 


34. 

Seat: 

Attendant seat with padded back rest and safety 
belts, located at head of patient, with storage space 
for portable 02 $ 

35. 

Seats: 

Driver and rider front seats to be secured by double 
bolt system. ; $ 

36. 

Cover: 

Wheel House Cover, squad bench all covered with 
blue vinyl with chrome mouldings. 

$ 

37. 

Cooling System: 

Separate cooling system for transmission. 

$ 

38. 

Headers: 

Padded door headers on all patient compartment 
doors, minimum of 2 inches thick. 

$ 

•39. 

"Star of Life": 

One 1.4" on left side, one 14" on right window, 
two 14," on rear windows with backing cut out; 

V border of white around blue "star", and one 

24" on roof only, all reflective material. 

$ 

40. 

Headlining: 

White vinyl headlining, both driver and patient 
compartments with zippers for easy access to roof 
lights; limited to upper coof section only. 

$ 

41. 

Cabinet: 

All Cabinetry to be of metal construction with 
chrome trim or equal. 

$ 

42. 

Panels: 

Side panels backed by sheet metal with metal 



125.00 


behind ceiling vinyl. Switch panel in drivers 
compartment for: a) Emergency Lights, b) Siren, 
c) Flood Lights, d) etc. Switch Panel in patient 
compartment for; a) Dome Lights, b) Heater, c) Air 
Conditioning, d) Exhaust Fan, e) Etc. 


119.00 


- 61 - , - 00 - 


JA5.55- 


180.00 


473.43 


48.00 


















43. Switches: All rocker switches on an lights with pilot light 

and circuit breakers for interior overload protection. 

Automatic pillar switches on all rear doors for 

interior lights. $ 66.00 


44. Reflectors: 


Red reflectors inside and outside of all doors. $ STD 


45. Insulation: Raised roof section to have cork type insulation on 

center section and upper sidewalls. Body sides 

to have solid-backing blanket type insulation such 

as UltraLiner's 1200 H Mating Non Settling. $ 200.00 

46. Reinforcement: All side panels reinforced with heavy steel, 

minimum of 14 guage 8 x 2" wide channeled, side 

member type steel running full length of patient 

compartment on .top side of wheel wells. (See 

Drawing H2.IK) Front doors reinforced with steel 

channels of 14 guage 8 x 2" wide channeled, side 

member type steel. (See Drawing #2) $ ^60,00 

47. Accessway between driver and patient compartment with sliding door. $ 185*00 


STANDARD CONVERSION TOTAL: $1,969-55 
LESS TAX: . $ None 

LESS DISCOUNT: $169-55 

NET TOTAL: $ 1,800-00 


Del ivery Date:_ _ June 30, 1977 


Warranty: 


One Year 













OPTIONS: 

48. Inverter: 

49. Oxygen: 

50. Paint: 

51. Plasma Hook: 

52. Ventilator: 

53. Hand Tool Set: 

54. Master Switch: 

55. Fire Extinguisher: 

56. Alternator: 

57. Aspirator: 

58. Assist Bar: 

59. Storage Capability 

60. Batteries: 

61. Rail: 

62. I.V. Pole: 
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1000 Watt AC inverter, located behind drivers seat 

Y'/ith one outlet in patient compartment and one in 

each rear fender. $ Exception 


Hospital installation including regulator, two 

flush mounted outlets, flow meter, humidifier, mask 

and hoses, oxygen demand value, aspiration trap, 

and collection unit, high pressure hoses, and all 

metal reinforced oxygen tank cradle for "M" size tank, 

all Puritan-Bennett type both right and left side liter 

flow outlets. • $ 725.00 


While Factory, with Omaha Orange (Code 31U) stripe 
painted with Dupont Emron paint, surrounding van 



sides. Back and Top. 

$ 

200.00 ■ 

Plasma hook mounted in patient compartment ceiling, 
mounted between attendant seat and patient cot. 

$ 

60.00 

Power driven with screen, located in rear ceiling 
of patient compartment. 

$ 

81.00 


Fire Axe, Two flashlights with batteries, 12 flares, 

2 pair orange flourescent rubber gloves, lantern with 
battery, two lengths, 3/4 inch manilla ropes, 50 Feet 
each, double action tin snips, and 24 inch wrecking bar. 

$ Exception 


Master switch in drivers compartment to cut off all 
emergency systems, except inside lights. 

$ 

15.00 

: One 10 pound dry chemical fire extinguisher, mounted 
in drivers compartment. $ 

. Exception 

130 amp Leece-Meville alternator or equal. 

4700 Series Preferred. 

$ 

366.25 

Electric type suction with N.C.G.- gauge. 

$ 

170.00 

Full length mounted on ceiling, stainless steel. 

$ 

113.00 


ies: 1 Scoop Stretcher, 1 Stair Chair inside rear 

door, 2 Full length backboards - left rear behind ■ ■ 
wheel well, 1 Short backboard - left rear wal1 behind 
swivel base and wired for on board charging system. 

$ STD 


Dual batteries with protected selector switch on 

right hand side of base of drivers seat. $ Inc. Above 


Mounted Fairfield Modura rail, eight feet long, on 

cabinet sides with two attached Modura guides. $ 78.00 

Attached I.V. pole 5 inches in pole height attached 

to Modura guide. $ or 



















63. Handle Exits: Inside rear loading doors. Page //8 - #786$ 44,00 

64. Beacon Rays: Dual 184 beacon rays mounted on front roof corners. $ 232.00 


65. Flashing Lights: Eight (6) 6 inch alternating red and amber flashing 
lights, tunnel type, waterproof seal, tunnel 
mountings moulded into roof shell; Two (2) mounted 
on roof sides and rear. Two (2) 4 7/8 inch round 
red flashing lights, mounted in grille, wig-wag 

^ e ' ? _to 


66. Fog Lights: 


Amber, mounted below grille. 


$ 88.00 


67. Spotlight: 

68. Flood Lights: 


69. Siren: 


Hand held, clear, mounted passenger side only, 
with 6 feet of cord and securely fastened on 
mounting on dash, 50,000 candlepower. $ 


Two mounted on each side, and rear, quartz type 

with right and left bank system to be operated by 

separate switches in drivers compartment. Rear 

floods minimum of 100,000 candlepower and side 

floodlights in minimum of 150,000 candlepower. $ 150.00 

Federal PA 200 siren system with two exterior 

mounted chrome CP100 speakers, including a PA 

system, with option to cut out One (1) speaker, 

with switch mounted in drivers compartment. $ 540.00 


70. Roof: All steel, with interior mounted 3/8" thick x 

4" wide steel roll bars. (No Exceptions) $ 1 , 895.00 


24 Hour Delivery of Parts, except Dealer Items. 


Spare ambulance available and to be provided if ambulance is out of service 
for a period to exceed 24 hours. 


Warranties specified in Bid. 

Floor Plan specified in Bid. 

Alternatives are welcome if specified. 

Painting and Lettering capabilities specified in Bid. 
Delivery 45 to 60 Days A.R.O. 


OPTIONAL TOTAL: 

$ 

6,854.68 

LESS TAX: 

$ 

None 

LESS DISCOUNT: 

$ 

521.00 

NET TOTAL: 

$ 

6,333-68 


Delivery Date: _ June 30, 1977 

V/arranty: 


One Year 
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Bidders Proposal - To Be Completed by the Bidder 


STANDARD SPECIFICATIONS: 

1. Standard Minimums: 

1975 Dodge B300 Delux Trim 


2. 

Suspension: 

3800 MBL 


3. 

Sprinqs: 

Rear 2750 lbs. 


4. 

Axel: 

Front MBL Type Rear Anti Spin, A. 10 - lGear ratio. 


5. 

Batteries: 

12 Volt 70 Amp Power 


6. 

Bumpers: 

Front and Rear Chrome 


7. 

Enqine: 

360 CU. Inch 


8. 

Transmission: 

3 speed automatic 


9. 

Horns: 

Dual with horn bar 


10. 

Grille: 

Chrome 


n. 

Radiator: 

16 at. 


12. 

Instrument Panel: 

Padded and lighted ....... 


13. 

Glass: 

Curb side body ... . . 


14. 

Hub Covers: 

Chrome 


15. 

Wheel Rims: 

16.5 x 8.75 


16. 

Body Molding: 

Chrome 


17. 

Power Steerinq: 

Factory Std. 


18. 

Climate Control: 

Factory Std. (Front) 




Rear Compartment Overhead mount 


19. 

Undercoatinq: 

Zaihart --- - 


20. 

Blue Trim: 

As Required 


. 21. 

Tires: 

875 x 16.5 Factory Standard Four 



22. Door Check Arms:_ As Required _ 

23. Doors: _ (Rear) S ingl y door3 


24. 

Doors: 

(Side) Double doors ... .. 

25. 

Hand Throttle Control: 

Electric Type 

26. 

Parkinq Brake Liqht: 

Dash Mounted Red 


5-j Z e: As Required 


27. 









































MAiMUffRU CUMVhKSlUN DETAI LS': 
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28. Trim: 

As Required. 



29. Floor: 

Armstrong Cushiontone 



30. Step: 

As Required 



31. Lights: 

As Required 




32. ' Cot Holder: 

Floor Mounted 



33. Guard Rail: 

As Required 



34. Seat: 

Attendant (Padded) 



35. Seats: 

Driver, Passenger Delux Factory 



36. Cover: 

As Required 



37. Cooling System: As Required 

38. Headers: 

As Required 



39. "Star of Life": Complete G.S.A. Package 

40. Headlining: 

White Vinyl 



41. Cabinet: 

Metal Construction 



42. Panels: 

As Required 



43. Switches: 

All rocker sxvitches lighted 



44. Reflectors: 

As Required 



45. Insulation: 

As Required 



46. Reinforcement: 2" x 6" 14 ga/ channel 

47. Accessway - 

Driver and Patient Compartment: 

Slideing door floor plan A 



OPTIONS: 


48. 

Inverter: 

Exception 

49. 

Oxygen: 

Puritan-Bennett system as required 


50. Paint: Emron _ 

51. Plasma Hook: As Required 

Power Type 


52. Ventilator: 
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• OPTIONS (CONTINUED):, 

53. Hand Tool Set: Excepti on_ : _ , 

54. Master Swi tch: Cole-Hersee _.____ 

55. Fire Extinguisher: Exception _•__ 

56. Alternator: 13° Leeca-Meville _ ■ 

57. Aspirator:_ Electric Type _;_ : _ 

58. Assist Bar: Stainless Steel _;_1___ 

59. Storage Capabilities:_ As Required ________ 

60. Batteries: Two 70 Amp _ _ _ . _ . 

61. Rail:_ Fairfield _,____ 


62. 

I. V. Pole: 

Exception 

63. 

Handle Exits: 

At Rear Loading Door 

64. 

Beacon Rays: 

Dual 184 

65. 

Flashing Lights: As Required 

66. 

Fog Lights: 

Amber 

67. 

Spotlight: 

Hand Held 

68. 

Flood Lights: 

As Required 

69. 

Siren: 

Federal PA 200 with Chrome Twin Speakers 

70. 

Roof: 

Steel Roof 
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Form DP 8 


Page 15 of __17_ 


Refercnoe IIo. 786 


NON-COLLUSION AFFIDAVIT 


STATE OF INDIANA, 


■SS: 


__ Allen/. 


COUNTY' 


The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 

He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. 



James J. Duffek President 


For 



AMPAR, INCl ; 
- 


Subscribed and sworn to before me this —31-day of 



My Commission Expires 

13^-1280_ 











Form DP-6 
Short Form 


BEQUEST FOR PUBLICATION 


date May 4, 1977 

Kindly publish the following 
advertisement on the dates as 
shown and issue invoice to * 


. S. 

floor - City County Bui Iding 
Main Street - Fort Wayne, Indiana 


BIDS WANTED - REFERENCE NO, 786 


Sealed Proposals will be received by the City of Fort Wayne at the 
Office of Department of Purchases, Number One Main Street, Room 
470, Fort Wayne, Indiana, until Wednesday - June 1. 1977 - 11:00 A M 

__ for the following Items: 


Department of Purchases 
City of Fort Wayne 


News 

Sentinel x 

Journal 
- x 

gazette 


Other 


E. M 
3rd 

One 


* Department 
Address 


One (11 Emergency Medical Services. Van-Type Ambulance 


■Bid Forms, specifications, etc., may be obtained upon application - at 
the - office and address given above. 

A Bid Bond or Certified Check in the amount of $ _!_ % ---- 

_ ' _must be submitted with the bid. 

The successful Bidder will be required to furnish a 100/. Performance Bond. 
me u i ljiuu ^ Department of Purchases 

City of Fort Wayne 
Director of Purchases 


INSERT 1st BUN 


REPEAT 2nd RUM 



Type of Advertising Required 


LEGAL NOTICE 


























PROPOSAL AND Bib,SURETY FORM 


Page #17 of #17 - 7S» 


■ PROPOSAL: 

In -compliance with the foregoing invitation to bid and subject to all of the conditions thereof the undersigned offers ' 
and agrees, if this bid is accepted-within a reasonable time from date of opening of bids, to enter into a contract in ac¬ 
cordance with the prices stated herein. 

The Legal Advertisement, General Conditions, Instructions to Bidders, Information for Bidders, Special Conditions, 
Specifications, and Plans applying form a part of this proposal. 


This proposal is supported by the following bid surety : 

■both a proposal and bid surety executed by the bidder. 

BID SURETY (REQUIRED BY LAW): 

- BOND FORM: (USE THIS BOND FORM— NO ALTERNATE FORM OF BOND WILL BE CONSIDERED). 

KNOW ALL MEN B 
of Fort Wayne, State of Indiana, u 


required by law and signatures affixed thereto constitute 


THESE PRESENTS, THAT we, the undersigned, are held and firmly bound unto the- City 
, Twelve thousand five hundred 


.............Dollars, 

to be paid on. demand to said City of Fort Wayne, its successors and assigns for which payment well and truly to. be 
made, we hereby bind ourselves, our heirs, successors, executors, and administrators, jointly and severally firmly by 
these presents. * 

The condition of this obligation is such that if the bid or proposal attached hereto and made a part hereof and submitted 
to the within named division of the City of Fort Wayne or its duly constituted agent, is accepted and a contract awarded 
to the undersigned bidder - and the said bidder shall within ten (10) days after notice of said award enter, into a contract 
■with the said City of Fort Wayne, State of Indiana, and shall secure the performance of the same by bond or otherwise 
as may be required to the.satisfaction of the City of Fort Wayne, Indiana then this obligation shall be null and Void; 
' >rwise to be in full force and effect. — 

li a corpora re surety Is furnished, if Is necessary 
>LD CHECK (ALTERNATE FORM OF SURETY): that a certificate authorising the “nttorney-in-facr 

Certified n 6 ‘^ a boa<1 aceompflayiag the sA.ni*. 

Cashiers t Chech No.50937?... in the sum of . 725-00...$... 

Seven hundred twenty-five * ^ Dollars 

on . ..P®PP.Xes..Truft..Bgnk.. . . <_ ., . . m .,. -• . Bank 

o{ .Port Wayne, Indiana y _ " 

is herewith submitted and deposited in li-eu of bond under the same terms and conditions as set forth in the above bond. 
Note: If Check is used as Bid Surety.Attach here. 


■NATURES (BID SURETY AND PROPOSAL): 


/»messed. by: 

O v;> •’!? Fir - '' r L r 7 0 ) fl 
THIS PROPOSAL 

(See 14— Signatures under General Condit 
List all Parties if Partnership 


. r 

is, etc.) 



\ 


Witnessed by: 


See Cover Letter 

.Nam*' of Comp any"— PrinVor Typi 









































; CITY OF POST WAIHE 

DEPAilTEnSNT Ob’ PUBC lASitS 
■ N umber 0 n a i!. • In 8 Ft, W nyns, ■ I nd« /■ 4-6 30 2 
INVITATION 


^ i A.0.lord - 423 -703 7 
' ' ' , Mm mb jr r ' ; n e Main St« F 


Xt-AhIs 


ODYF MEN OF. PURC 
■. Way ne , ' I nd ,4 


•iASBS 

30? 


E. M. S. , ' ■ - ■■■ 2 a. ■ •' ; 

3rd Floor - ty County Building 

One Main Street -• Fort V ?ayne,_-il£LL a Hf 


Pa<<e-J_of 

Ref. No. _ 

Date 

Date' wanted . - 


Fund 10-835-722 
Appropriation No, __ 


TFTURN ORIGINAL TO THE CITY—■ RETAIN DUFLIC/ TS COPY FOR YOUR FILE 


' teabag- 
>.m of Bida_ 


Jfe£taest}^^ . 


cUS T -: yy.;v t 2S 533V5Z 

AS EXEMPT T..-0 -< oiher.vise indicated) 

•nrr 




Emergency He 4cal Services Van Type Arabulance per c pectffeat t ons 
Attached. v - 

Ail specifications and Questionnaire must be fully completed. 

The Miclocod Mon-Col lusinn Af sdavlt Fn . 0 . id Bid Sn etv 

Form must be properly executed'and returned as part of your -Md. 



This is a (R f.P.3 Request for Proposal Sid where Bidders ar> 
asked to submit technical sped f »cat ions - alo: a with their Bt 1 so 
that proper evaluation can be made. Cost will not necessarily be 
the delormini factor and bidders are request. J ho submit alternate 
Bids aS so, fr consideration. 





1 W —ZL 


_ Forion-ianra Bond C3 

No. S3 o ' 


.cash.' diaeoar.t if p >Iu xYthia._10_days from d- v«ry end acceptance of good \ or comp’ 


PROPOSAL OB BID 

a i 11 ^ . „ ... jg 4 i ^ 

x? a!* of tl a items* - comp3s|iots of ssr ; inclt ?ted shall be made rithi 


H .. Hawkt... . ' ' ° wner 

Shadowlawn Drive 


Noblesville, Indiana 46060' 


"'5-31-77' 
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Quotation / Sales Order 


7-^ Is A DIVISION OF EM VEC, INC. 
3500 West Pioneer Pkwy./Arlington.Tex. 76013/ (817) 461-8441 

Quote 

soaKTQ: Hawk Fire Bcfuipment _ 

112 Shadowlawn Drive 


Noblesville, Indiana 46060 


ship TO: City of Fort Wayne 


Fort Wayne, Indiana 


JOB NUMBER 


1327 


Your Order No. 
Date Ordered_ 
Delivery Date_ 




NO. 

MODEL 

SERIAL 

NUMBER 

COLOR 

UNIT PRICE 

TOTAL 

1 

1977 Dodge Maxi-Van B300 base ambulance per 

enclosed 

Literature 


14,100.24 - 


plus following items per your special notes 

pages 3 t 

xru 8: 





BASE PRIC 

E, DELIVEI 

JED 









Pages 3 thru 4 




1,130.00 ^ 


Pages 5 thru 6 




530.00 “ 


Pages 7 thru 8 




1.371.00 ^ 



OPTIONS, 

SUB TOTAL 


$3,031.00 








/ /' / J 

TOTAL COST. F.O.B. NOBLESVILLE 

IND.. 





/ / /; / 

7p»c;<a any apnl i caWl <a -hav, -hit-ip 

, 1inpnqp 

, inspect" 

nn and 



r«ji st-raEinn fees. 












noh 90 - 1/99- ] 0 - 






nTJT,T\7TTOV • nn ta-v AKzxsm ATJO 






WARRANTY: 12 months/ 12,000 miles, whichev 

sr cones 

:irst, exc 

Luding wear anc 

l tear. 







Sianature: WO iMUOfs 

Vxc^ Prefeiaenr^'arJjtxng y'i / Date: 

All quotations honored for 30 days only unless otherwise specified in w. 

7 

May 97, 1 Q77 

TOTAL 

PART PAYMENT 


'iting. 

BALANCE DUE 

































































(817) 461-8441 
















































A DIVISION OF EM VEC, INC. 



3500 WEST PIONEER PKWY./ARLINGTON, TEX. 76013 
(817)461-8441 


REFERENCES 


1* Region XI Emergency Medical Services 
Council (3) 

2229 North 7th Street 
Grand Junction, Colorado 81501 
Contact: Richard VanDellen 
303/2143-U98 

2. Abilene Emergency Medical Services ( 3 ) 
P.0. Box 1373 

Abilene, Texas 79604 
Contact: Richard Cox 
915/673-8121 

3. Fallbrook Fire Department (2) 

315 East Ivey Street 
Fallbrook, California 92028 
Contact: Captain Parkinson 

714/728-1106 

4. Lancaster Fire Department (l) 

211 North Henry Street 
Lancaster, Texas 75146 
Contact: Chief Mast-on. 

21U/227-1813 , 

5- Professional Ambulance Service ( 9 ) 

4228 North Central Expressway 
Dallas, Texas 75206 
Contact: R.C. 'Browning 
John Livaudais 
214/821-4100 

6 . Mercy Penn Ambulance Service ( 6 ) 

P.0. Box 3131 

Daly City, California 9 I+OI 5 
Contact: Kevin McDonald 
1*15/992-1644 


7- Panhandle Regional Planning 
Commission (8) 

P.0. Box 9257 
Amarillo, Texas 79105 
Contact: Betty O'Rourke 
806/372-3381 
Don Goforth 
806/372-4211 

8. Camden Fire Department (l) 

Van Buren, NW 

Camden, Arkansas 71701 
Contact: Chief Benton 
501/836-2413 

9 . gsa/nasa/JET PROPULSION lab (1) 
Cal. Inst, of Tech. 

4800 Oak Grove Drive 
Pasadena, CA 91103 

10. Berz Ambulance Service, Inc. (2) 
1637 N. Cicero 

Chicago, IL 60639 

11. Dane County (6) 

Emergency Med. Services Commission 
City-County Building, Room GR-12 
Madison, Wisconsin 53709 

12. Ames, Iowa (l)„ 

Mary Greeley Memorial Hosp. 

117 Hth Street r ' 

Ames, Iowa 50010 






A DIVISION OF EM VEC. INC- 


3500 WEST PIONEER PKWY./ARLINGTON, TEX. 76013 
j(817) 461-8441 


References 


13- I»ASA - Johnson Space Center (l) 
Building k20 MF Supply JF9 
Houston; Texas 77058 
Contact: Richard Holzapfel 
713A83-5231 * 

lU. City of Kilgore (l) 

P.0. Box 990 
Kilgore, Texas 
Contact: Chief McBride 

2lV981{-387 1 i 

15- City of River Oaks (l) 

River Oaks Fire Department 
^900 River Oaks Boulevard 
Fort Worth A, Texas 7611 U 
Contact: Chief Huffhines 

817/626-1991 

l6. City of Glendale (l) 

Glendale Fire Department 
7505 North 55th Avenue 
Glendale, Arizona 85301- 
Contact: Gray Crabtree 

602/939-9711 






Quotation / Sales Order 



v — - *-\ \_J I V iOlUINJ W i tVI V L_V^, li\U. 

3500 West Pioneer Pkwy./Arlington,Tex. 76013/(817) 461-8441 


Quote 

^rg^ T0 . Hawk Fire Equipment 
112 Shadowlawn Drive 


Noblesville, Indiana 46060 


City of Fort Wayne 


Fort Wayne, Indiana 


JOB NUMBER 1324 


Your Order No. 

Date Ordered_ 

Delivery Date 




MODEL 

SERIAL 

NUMBER 

COLOR 

UNIT PRICE 

TOTAL 

1 

L977 Beck-Rank standard Dodge Maxi-Van B300 

per enclo; 

sed liters 

ture 

14,100.24 


dIus the following options: 






<\) Seat modification (page 3-1) 






Rl Backup alarm f3 - 9) 





31 Curbside class, right rear Quarter panel 

(3 - 13) 





Dl 151 .5teel he!tad radial tires 8.00 X 16. 

5 





131 Steal halted snow tires with studs ( 

4-211 





R) Throttle control manual (4 - 251 






lantnmat i c. /el ectri o throttle control, adc 

itional $ 

10.001 




p) Standard rlnnr pads r rint quilted 15 - 281 






Iquilted pads, additional $20,001 






C) Driver man light 15 — 311 






01 Femo-Washincrton IX cot bar (5 - 32) 






(F/W 175 floor mount bar, additional $1C 

0.00) 





Tl standard souad bench with restraining st 

raps (4 s 

ets of ses 

t belts) 



1F/W 551 cot rail, additional $35.00) 






J) Double bolt system (5 - 35) ^ 

■ /J 




a,JIM.* /// 

Vice President, Meirketing / Date , 

All quotations honored for 30 days ontiy unless otherwise specified in m 

/ 

^May 27, 1977 

TOTAL 

PART PAYMENT 


riting. 

BALANCE DUE 


















































Quotation / Sales Order 



^ ^ - MUIVIOIVJIM KJr CIV! V IIV^. 

3500 West Pioneer Pkwy./Arlington.Tex. 76013/(817) 461-8441 


Quote 

X8SS&D TO: HaWk~ Fi -re Ffjnlpmont _ 

112 Shadowlawn Drive 

Noblesville. Indiana 46060 
ship TO: City of Fort Wayne _ 


Fort Wayne , Indiana 


Your Order No. 
Date Ordered_ 
Delivery Date_ 


BID #2 - Alternate Bid 
Page 2 


NO. 

MODEL 

SERIAL 

NUMBER 

COLOR 

UNIT PRICE 

TOTAL 

] 

Q Oil cooler - transmission (5 - 37) 






4 addi tional Star of Life decals to meet s] 

secificati 

ons (5 - 

39) 


1 

4) Wood and formica construction quoted (5 ■ 

- 41) 





I) Reflectors (6 - 44) 





( 

3) Standard insulation (6 -45) 






(Cork, as noted, additional $18.00) 






A Additional metal reinforcement (6 - 46) 





( 

3) Walk-thru partition (per sketch) (6-47 






l) 1000 watt Tripplite inverter (7 - 48) 






3) Additional riaht wall outlet (7 - 49) 






Pi Hariri tool set comolete (7 - 53) 






T'l F.leohrioal asm re tor (7 — 57) 






71 Overhead crrab rail (7-58) 






\7) Storage for hart hoards and stretchers (7 

- 59) , 





(BcarLurnent, if required, additional $450 

.00) 





{1 Shoreline, system, 110V wiring (7 - 59) 






71 Dual hatterv, underhood mounted with, sel 

actor swil 

;ch on riq 

it side driver 

seat (7 - 60) 


May 27, 1977 

TOTAL 

PART PAYMENT 


«... 'g/.jM&T' _ a ‘ e ' 

AH quotations honored for 30 days only unless otherwise specified in writing. 

BALANCE DUE 















































Quotation / Sales Order 
1324 

JOB NUMBER 

Your Order No. 

Date Ordered_ 

Delivery Date_ , 

BID #2 - Alternate Bid 
Page 3 


NO. 

MODEL 

SERIAL 

NUMBER 

COLOR 

UNIT PRICE 

TOTAL 


Z) Modura rail with (2) guides (7 - 61) 





7 

A) Modura rail IV pole (7 - 62) 





E 

B) Inside door handles (8 - 63) 





C 

:c) (2) #184 roof beacons (8 - 64) 





r 

©) (4) additional roof flashing lights (6 3 

•oof - 2 C 

rill) (8 - 

- 65) 


i 

E) (2) focr lights, amber (8 - 66) 





i 

FI (1) 50,000 candlepower hand spotlight (' 

! - 67) 




c 

1G) (5) Quartz floodlights (2L-2R-1 Rear) (i 

] - 68) 




r 

TH) PA200 siren with mike and speaker switcl 

Oh 

00 





T,T1 Beck-Rank standard roof, fiberglass - t< 

isted to £ 

chool Bus 

Rollover Test 

(8 - 70). 


(all metal rnnf nor specs, additional $i 

O 

o 

o 

o 






SUB 

TOTAL. COS 

P, OPTIONS 

$ 2,205.00 


TOTAl COST. F.O.B.- NOBLESVIIIE, • I 

m. 





less ahv applicable tax, title, 1 

Lcense, it 

ispection. 

and 



registration fees. 






TERMS- net 20; 1/2% 10 WAR 

RANTY: 1 

l months/l 

2,000 miles, w 

lichever cone; 


(working) 

nTF.TVFRY: ^\30 to 45 davs ABO fir 

st, with : 

| 

24,000 miles o: 

i fiberglass 

lU-ffWl ro ° 

Vice Preea^nty/^fe^keting Date . 

All quotations honorecTfor SO daysronly unless otherwise specified in wi 

f. 

May 27, 1977 

TOTAL 

PART PAYMENT 


■iting. 

BALANCE DUE 



Is A DIVISION OF EM VEC, INC. 
3500 West Pioneer Pkwy./Arlington,Tex. 76013/ (817) 461-8441 

Quote 

SS&&TO: Hawk Fire Equipment _ . 

112 Shadowlawn Drive 


Noblesvllle, Indiana 46060 


SHiP TO: City of Fort Wayne 


Fort Wayne, Indiana 













































Page i- 3 - #786 


Specifications for One (!) Emergency Medical Sen ice Van Type Vehicle. The Specifications 
are minimi‘ms and all exceptions to the specifica .ions must be noted and agreed upon by the 
Emergency Medical Service, 

1. Standard Minimums : 

Deluxe bucket seats, (2), anchored by four case hardened steel bolts, 
reinforced with six guage heavy steel, minimum; tinted glass in all 
windows; 7h" by 10" exterior mirrors (west coast type) including a convex 
portion, located at bottom exterior mirror. Driver seat to be reinforced 



with sixteen guage flat steel mounted on top and at front of seat frame, 
(See Drawing #1} 

$ 

4R.nn 

2. 

Suspension 

Front: 

3800 lb. system. Dodge MBL type, shock absorbers: 
super duty, MBL type, or equal. 

l 

std 


Rear: 

Extra heavy duty, with anti-sway bar. 

. $ 

185.00 

3. 

Springs: 

Front: 

Dodge MBL type, 3800 lb. minimum, or equal. . 

Leaf type, 2750 lb. minimum, left side reinforced to 
accomodate extra weight ob cabinetry. 

$ 

.. std 


Rear: 

$ 

50.00 

4. 

Axel: 

Front: 

Dodge MBL Type, or equa.I. 

Anti-spin, 4.10 - 1 gear ratio. 

$ 

std 


Fear: 

$ 

std 

5. 

Batteries: 

Two 12 volt, 70 amp-hour, #1 located under hood, #2 located under 
under floor of passengers' seat, easily accessible from outside 
with door open. 

$ 

std 

5. 

Bumpers: 

Front sod Rear, both chrome. 

$ 

std 

7. 

Engine: 

360 cu. Inch minimum 

$ 

std 

8. 

Transmission: Thre : speed automatic, with c qe speed reve rsed. 

$ 

std 

9. 

.Horn - .: 

Dual horns with horn bar, horn or reverse gear v/arninc 
system. 

$ 

55.00 

10. 

Grille: 

Chrome rr anti-rust, or equal. 

$ 

std 

11 

Tadictor: 

Extra 1 urge, heavy duty with 16 Qt. capacity 

$ 

std 

12. 

Instr ament 

Panel: 'added and lighted. 

$ 

std 

13. 

bias - : 

Curb si la body. 

■ $_ 

125.00 

14. 

Rub Covers 

: Chrome r- equal. 

$; 

§td 

IS. 

Wheel Rons 

: To be sainted with Dupont WhiC ; Emron. Code '.'4288UL 



16, 

Body .folding: Chroma 

$ 

std. 





















Page #>f; - #7,86 

17, Power Steering: Required. $_ std 

18, Climate Control: Heater-Defroster, factory air, mounted in drivers’ 

compartment, separate heater and air conditioner 
in patient compartment, (air-conditioner mounted 
overhead in enclosed compartment above passageway 
from driver's compartment to patients' compartment, 
air-conditioning unit must have provisions for easy 


access for repair purposes. Heater positioned in 

left rear of patient compartment. $ 100 -00 


19. Undercoating: Required $_ 


20. Trim: Interior trim, factory color coordinated, seats, 

dash, front door panels. $ std 


21. Tires: Five (5) 800 by 16.5 steel belted radial tires 

mounted, and two (2) mounted 800 by .16,5 steel belted 
radial snow treads with studs. Tires manufactured 
.by Goodyear or Michelin. $ 505. 00 


22. Dear Check Arms on all Doors: Required $ std 


23. Doors; Double rear. 

24. Doors: Double doors on curb side. 

25. H::nd Throttle Control: Electric Type or equal. 


$_std_ 

$_.50 . 00 


26. Parking Brake Light: ‘ • $_ 15 .00 

27, S'lie:’ Minimum of 100 inches total height, 125 inches 

total patient compartment length, 60 inches minimum 
patient compartment height, minimum 25 inches floor 
space between squad, bench and installed patient cot. 

STAMDARi TOTAL: ‘ 

LESS TAX: 

LESS DISCOUNT; 

MET TOTAL; 


$ std 

$ 1,1 6 1 .00 

$ ___ 

$ 31.00 

$ 1,130.00 


Do ■ ver / Dote: 30 to 45 working da ys ARO _ 

12 months/12,000 jmiles, w hiche ver cone s fi rst 


V/e ' rarrr /: 





















STANDARD CONVERSION DETAILS: 


Pago ff 5 - #706 


28 . 

Trim: 

All Blue vinyl interior trim, including side and 
all door panels (patient and drivers compartment) 
padded & quilted design. 

$ 

20.00 

2 9. 

Floor: 

Full length floor, 3/4 inch marine plywood base, 
covered with cushiontone type vinyl floor covering, 
via ter sealed at all edges, with chrome moldings. 

$ 

std 

30. 

Step: 

Step built into rear bumper, minimum width of 53 
inches, 9 inches deep safety grip strut thread, 
self cleaning, rounded and smooth corners, attached 
by double bolt system. 

$ 

std 

31. 

Lights: 

Six bright dome lights and two blue running or low 
intensity lights in patient compartment, map light 
mounted on passenger side of drivers' compartment. 

$ ' 

20.00 

32. 

Cot Holder: 

Cot Holder mounted into floor. Ferno #175 

$ 

100.00 

33. 

Guard Rail: 

Chrome fold down guard rail mounted on squad bench. 

$ 

35.00 

34. 

Seat: 

Attendant seat with padded back rest and safety 





belts, located at head of patient, with storage space 




for portable 02 

$ 

std 

35. 

Seats: 

Driver and rider front seats to be secured by double 




bolt system. 

$ 

20.00 

36. 

Cover: 

Wheel House Cover, squad bench all covered with 
blue vinyl with chrome mouldings. 

$ 

N/C 

37. 

Cooling System: 

Separate cooling system for transmission. 


35.00_ 

38. 

Headers: 

Padded door headers on all patient compartment 
doors, minimum of 2 inches thick. 

$ 

std 

39. 

"Star of Life": 

One 14" on left side, one 14" on right window, 
two 14".on rear windows with backing cut out; 

V ! border of white around blue "star", and one 

24" on roof only, all reflective material. 

$ 

20.00 

40. 

Headlining: 

White vinyl headlining, both driver and patient 
compartments with zippers for easy access to roof 





lights; limited to upper roof section only. 

$ 

std 

41. 

Cabinet: 

All Cabinetry to be of metal construction with 
chrome trim or equal. see Beck-Rank literature 

Sas 

equal quoted 

42. 

Panels: 

Side panels backed by sheet metal with metal 




behind ceiling vinyl. Switch panel in drivers 
compartment for: a) Emergency Lights, b) Siren, 
c) Flood Lights, d} etc. Switch Panel in patient 
compartment for; a) Dome Lights, b} Heater, c) Air 
Conditioning, d) Exhaust Fan, e) Etc. $ std 
















43, SwUches: 

44. .Reflectors: 

43. . Insulation: 

46. Reinforcement: 


All rocker switches on all lights with pilot light '' 

and circuit breakers for interior overload protection. . 

Automatic pillar switches on all rear doors for 

interior lights. $_std_ _ 

Red reflectors inside and outside of all doors. $ 8.00 

Raised roof section to have cork type insulation on 
center section and upper sidewalls. Body sides Cork 18.00 

to have solid-backing blanket, type insulation such 
as UltraLiner's 1200 H Mating Hon Settling. $__std_ 

All side panels reinforced with heavy steel, 

minimum of 14 guage 8 x 2” wide channeled,.side 

member type steel running full length of patient 

compartment on .top side of wheel wells. (See 

Drawing #2A) Front doors reinforced with steel 

channels of 14 guage 8 x 2" ’wide channeled, side 

member type steel. (Saa Drawing #2) $ 60.00 


47. Accessway between, driver and patient compartment with sliding door. 


200.00 


STANDARD. CONVERSION TOTAL: $ 546 -°° 

LESS TAX: . $___ 


LESS DISCOUNT: 
NET TOTAL: 


.16.JO.O„ 


$_530.,00._ 


Doiivo y Cato: 


y: 12 „montdis/12,000 miles, whichever cones first.. 










48. 


49, Oxygen; 


50. Paint: 


1000 Watt AC inverter, located behind drivers seat 
with one outlet in patient compartment and one in 
each rear fender. Tripplite 1000 FC ** 


Hospital installation'including regulator, two 
flush mounted outlets* flow meter, humidifier, mask 
and hoses, oxygen demand value, aspiration trap, 
and collection unit, high pressure hoses, and all 
metal reinforced oxygen tank cradle for "H" size tank, 
all Puritan-Bennett type both right and left side liter 
..flow outlets. ' $_ 


51. PI a 


Hook: 


.52. Ventilator: 


53. Hand Tool Set: 


5if Master Switch: 


While Factory, with Omaha Orange (Code 31U) stripe 

painted with Dupont Emron paint, surrounding van 

sides. Back and Top. $ stc i 

Plasma hook mounted in patient compartment ceiling, 

mounted between. attendant seat and, pafien t cot.. $ __ 

Power driven with screen, located in rear ceiling 
of patient compartment. $ ■ 

Fire Axe, Two flashlights with batteries, 12 flares, 

2 pair orange fiourescent rubber gloves, lantern with 
battery, two lengths, 3/4 inch mani11 a ropes, 50 Feet 
each,, double action tin'snips, and 14 inch wrecking bar. 

$ 111.00 


Master switch in drive’s compartmen • to cut off all 
emergency systems, except inside lights.:-' 

: 5.5,. Fire Extinguisher,: One 1.0 pound dry chemical fire ext nguisher, mounted 


in drivers compartment, 

55 Alternator: 130 amp Laece-Nevil 1 c alternator: or equal- 

4700 Series .-Preferred. - 

Electric type suction ri-th NX.6.- gouge. ■ 

Full length mounted on ceiling, sta nle 


$_std 


$__ std 


$_ 90. 00 
$ 40.00 


57, Aspirator: 

53. Assist Bar: Full length mounted on ceiling, sta nless steel. 

59 - Storage Capabilities: 1 Scoop Stretcher, 1 Stair'' Cha V inside rear 

• . - " door, .2 Full 1 engblackboards ~ left rear behind 

' wheel well, 1 Short backboard left rear ’wall behind 

swivel base and wired for on t -ard chartring system. 

(equipment not quoted, if required., add $450.00) - $ _ 60.00 

Duai batteries with p otected sele or switch on 
right hand side of ba e of dr vers .eat. $_ std 

Mounted Fairfield Modira rail, eighc feet lorn, on ■ 

cabinet sides with two attached Madera guides, $__ w - uu 


60. 

Ba tte 

rids: 

61. 

.Rail: 


62. 

■. t.V. 

Pol e 


Attached J.V. pole 5 inches in pole height attached 
to i’locfura guide. 


**Dynamote 1000 watt inverter, $200.00 additional 
















:&3,, IJandla Exits: Inside rear loading doors. Page f t 3 - #736 $_ 10.00 

-64. Beacon Rays Dual 184 beacon rays mounted on front roof corners. $ 120.00 

65, Flashing Lights: Eight (6) 6 inch alternating red and amber flashing 

lights, tunnel type, waterproof, seal, tunnel. 
mountings moulded into roof shell; Tv/o (2). mounted 
on roof sides and rear. Tv/o (2) 4 7/8 inch round 
red flashing lights, mounted in grille, wig-wag 
type. 


65. Fog Lights: -Amber, mounted below grille, - 

67. Spotlight: Hand held, clear, mounted passenger side only, 

with 6 feet of cord and securely fastened on 
mounting on dash, 50,000 candlepower. 

68. Flood Lights: Tv/o mounted on each side, and rear, quartz type 

with right and left bank system to be operated by 
separate switches in drivers compartment. Rear 
floods minimum of 100,000 candlepower and side 
floodlights in minimum of 150,000 candlepower. 

69. Siren: Federal PA 200 siren system with two exterior 

mounted chrome CPI00 speakers, including a PA 
system, with option to cut out One (1} speaker, 
with switch mounted in drivers compartment. 

70. Roof: All steel, with interior mounted 3/8" thick x 

4" wide steel roll bars'. {.No Exceptions) ** 

24 Hour Delivery of Parts, except Dealer Items. 

Spare ambulance available and to be provided if ambulance is out of service 
for a period to exceed 24 hours. 

Warranties specified in Bid. 

Floor Plan specified in Bid. 

Alternatives are welcome if specified. 

Painting and Lettering capabilities specified in Bid. 

PeUverv 45 to 60 Day." A.R.O. 


$ 100 .00 
$ 30.00 


$ 25.00 


$ 50.00 


'OPTIONAL TOTAL 
LESS TAX: 

LESS DISCOUNT: 
NET TOTAL: 


3 0 t° 45 working days ARQ 


12 months/12,000 miles, whichever carets., first. 


1,38 4.00 

$ _ 

$ _ 13.00_ 

$ 1,371.00 


** see enclosed bow construction; all metal roof 
has been quoted 












$Yan; 

1ARD SPECIFICA- 

Bidders Proposal - To Be Completed by the Bidder 
'IONS: 

Page AS - #780 

i . 

Standard Mini; 

Turns - Dodge B-300 Maxi-Van 1977 model 


2 

Suspension: 

3800# front 


, 3. 

Springs: 

3800#front 


■ 4. 

Axel: 

Bndgo frrrnt — anti —spin rpar 


5. 

Batteries: 

Dual 70 amp, located under hood . 


6. 

Bumpers: . 

front and rear, chrome 


7. 

Engine: 

360 V8 


8. 

Transmission: 

Automatic 


9. 

Horns: 

Dual 


10. 

Grille: 

Bright 


11. 

Radiator: 

Increased cooling - H.D. 


12. 

Instrument Panel: Padded and illuminated 


13. 

Glass: 

Tinted 


14. 

Hub Covers: 

Bright finish 


1 5. 

wheal Rims: 

Painted 


16. 

Body Molding: 

Chrome 


17. 

Power Steering: Yes 


18. 

Climate,Control: Yes 






19. 

Undercoating': 

Yes 


20 

Blue Trim: 

Yes 


21. 

Tires: 8 

.00 x 16.5 belted radials (2) mud and snow, belted 


22. 

Door Check Arms: Yes 


23. 

Doors: Side ■ 


24. 

Doors: Pear 


2b. 

Hand Throttle 

Control: Automatic 


26. 

Parking Brake 

Light: Yes 


27. 

Size; 

per specifications 







































28. 

Orirn: 



29.' 

'3 Floor; 



30. 

Steo; 

per specs 


-31 - ■ 

Li-qhts: 







32. 

Cot Holder: 

per specs 


33. 

■ Guard Rail: . 

per specs 


34. 

Seat:' 

per specs 


35. 

Seats: ■ 

per specs 


36. 

Cover: 

per specs 


37. 

Cooli nq System: 

per specs 


33. 

Headers: 

per specs 


39. 

"Star of Life": 

per specs 



Maadlininq: 

per specs 


41. 

Cabinet: 

per specs 


%2 . 

:Panels: 

per specs 


43. 

Switches: 

per specs 


-44.' 

Reflectors: 

per specs 


-45. 

Insulation: ' 

per specs 


45. 

' Reinforcement: 

per specs 


47. 

Accessway - Driver 

and Patient Compartment: per specs 


OPT 

IONS: • 



48. 

Inverter: Tripplite 1000 FC cruoted (Dvnamote 1000 watt additional $200.00) 


■"49. 

Orvuan: 

per specs 


-SO. 

■ Paint: 

per specs 


51. 

Plasma Hook: 

per specs 


v. 

■ Vanti Tatar: 

per specs 
















































OP ' 

IONS (CONTINUED): 


53. 

Hand Tool Set: 

per specs 

54. 

Master Switch: 

per specs 

55. 

Fire Extinquisher: 

per specs 

55. 

A, ternator: 

per specs 

57. 

Aspirator: 

per specs 

58. 

Assist Bar: 

per specs 

59. 

Storage Capabilities: 

per specs 

60. 

Batteries: 

per specs 

61. 

Rail: 

per specs 

62. 

I. V. Pole: 

per specs 

63. 

Handle Exits: 

per specs 

64. 

Be :con Rays: 

per specs 

65. 

Flashing Lights: 

per specs 

66. 

Fog Lights: 

per specs • 

67. 

Spctl ight: 

per specs 

68. 

Flood Lights: 

per specs 

69. 

Siren: 

per specs 

70. 

Roof: 

per specs 
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WilfERIME INSURANCE COMPANY 


BATTLE CREEK, MICHIGAN 


BID AND PROPOSAL BOND 


Knom All film bt? ®i?M* P»unta: THAT Robert H. H awk, d/b/a Hawk Equipment Company, 


herein called Principal, as Principal, and WOLVERINE INSURANCE COMPANY, a corporation organized and 
existing under the laws of the State of Michigan, herein called Surety, as Surety, are j held and firmly bound unto 

City of Fort Wayne, Allen County, Purchasing Department 


herein called Obligee, in the sum of 


SEVEN HUNDRED FIVE and no/100 


Dollars (S 705.00 _>, 


for the payment of which the Principal and the Surety bind themselves, their heirs, executors, administrators, 
successors and assigns separately and severally, by these presents. 

THE CONDITION OF THIS OBLIGATION IS SUCH that, whereas the Principal has submitted or is about to sub¬ 
mit a proposal to the Obligee on a contract for ■ 

1977 Beck-Rank standard Dodge Maxi-Van B300 Emergency Vehicle 


NOW, THEREFORE, if the Obligee shall accept the bid of the Principal and the Principal shall enter into a 
contract with the Obligee in accordance with such bid and give bond with good and sufficient surety for the 
faithful performance of such contract, or, in the event of the failure of the Principal to enter into such contract 
and give such bond, if the Principal shall pay to the Obligee the difference, not to exceed the penalty hereof, 
between the amount specified in said jpid and the amount for which the Obligee may contract with another party 
to perform the work covered by said bid, if the latter amount be in excess of the former, then the above obliga¬ 
tion shall be null and void, otherwise to remain in full force and effect. 

Provided and subject to the condition precedent: 

That any suits at law or proceedings in equity brought or to be brought against the Surety to recover any 
claim hereunder must be instituted and service had upon the Surety within ninety (90) days after the acceptance 
of said bid of the Principal by the Obligee. 


SIGNED, SEALED AND DATED this . 31 st _day of _ Mgy - 19— TL 



ATTEST: 


Roberf H. Hawk, Owner 


(Seal) 


WOLVERINE INSURANCE COMPANY 



Attorney-in-FacF 


5 


(12-65) 


















fetyspane Insurance Company 

POWER OF ATTORNEY 

KNOW ALL MEN BY THESE PRESENTS: That the WOLVERINE INSURANCE COMPANY, a corporation duly organized 
and existing under the laws of the State of Michigan, and having its principal office in the City of Battle Creek, in said State, does by 
these presents make, constitute and appoint_;______________ 

_ ■ ___ Irene Prange _ . 

of ___Indianapolis _and State of_ Indiana______ 

its true and lawful Attorney-in-Fact, with full power and authority hereby conferred in its name, place and stead, to execute, 
acknowledge and deliver an Y and all bonds and undertakings, recognizances, contracts of indemnity, 
and other writings obligatory in the nature thereof. 


The acknowledgment and execution of any such document by any Attorney-in-Fact named above, shall be as binding upon this 
Company as if such bond had been executed and acknowledged by the duly authorized officers of this Company. 

The WOLVERINE INSURANCE COMPANY further certifies that the following is a true and exact copy of Section (C) of 
Article 10 of the By-Laws of the Wolverine Insurance Company, duly adopted and now in force, to wit: “Section (C) All bonds, 
policies, undertakings or other obligations shall be executed in the Corporate name of the Company by the President, Secretary, and 
Assistant Secretary, Treasurer, or any Vice-President, or by such other officers as the Board of Directors may authorize. The President, 
any Vice-President, Secretary, any Assistant Secretary, or the Treasurer may appoint Attorneys-in-Fact or Agents who shall have 
authority to issue bonds, policies, or undertakings in the name of the Company, subject to such rules and regulations as such officers 
may prescribe.” By amendment February 13, 1957 any Assistant Vice-President empowered with same authority as other officers 
designated above. 

This Power of Attorney is signed and sealed by facsimile under and by the authority of the following Resolution adopted by the 
Board of Directors of the Company at a meeting duly called and held on the 21st of December, 1964. 

“Resolved, that the signature of authorized officers of this Corporation and the seal of the Company may be affixed by facsimile on 
any power of attorney granted pursuant to subsection (C) of Article 10 of the Bylaws of this Corporation, and the signature of the 
Secretary or an Assistant Secretary, and the seal of the Company may be affixed by facsimile to any certificate or any such power, and 
any such power or certificate bearing such facsimile signature and seal shall be valid and binding on the Company. Any such power so 
executed, sealed and certified by certificate so executed and sealed shall, with respect to any bond or undertaking to which it is 
attached, continue to be valid and binding on the Company.” 

IN WITNESS WHEREOF, the WOLVERINE INSURANCE COMPANY has caused these presents to be signed by its Vice-President 
with its corporate seal affixed this_day of_ January _A.D., 19 _Z^_. 


(Seal) 

STATE OF MICHIGAN 
COUNTY OF CALHOUN 



WOLVERINE INSURANCE COMPANY 



(fack E. Biddlecome, Vice President 


On this lst day of January A n 19 .Z^—before me personally came Jack E. Biddlecome to me known, who, 
being by me duly sworn did depose and say that he resides in the Township of Battle Creek that he is Vice President of the, 
WOLVERINE INSURANCE COMPANY, the Company described in and which executed the above instrument; that he knows the seal 
of said Company; that the seal affixed to the said instrument is such corporate seal; that it was so affixed by order of the Board of 
Director of said Company and that he signed his name thereto by like order. 



Dorothy BdZveir, Notary Public 

My Commission Expires October 22, 1977 


CERTIFICATE 


STATE OF MICHIGAN 
COUNTY OF CALHOUN 


I, James H. Heinze, Secretary of the WOLVERINE INSURANCE COMPANY, do hereby certify that the above and foregoing is a true 
arid correct copy of a Power of Attorney, executed by said Company, which is still in full force and effect. 

IN WITNESS WHEREOF, I have hereunto set my hand and affixed the seal of said Company, at the City of Battle Creek, Michigan, 
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Reference ?;o. 786 


MOM-COLLUSION AFFIDAVIT 


STATE OF INDIANA, 

HAMILTON 


Thf undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone <1 such letting, ncr to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreem-mt, under¬ 
standing or combination with any other person in reference to such bidding. 


He further says that no person or persons, firms, or corporation has, have or will receive direct.lv or 



Subhpribjr'd .arsjtl sworn to before me this_ 31. 

Chibhai<! *es 












Form D?~6 
Short Form 

' ■ • • ' REQUEST FOR FULL! RATI OK 




PATE ■ May 4, 19 77 

Kindly publish the following: 

advertisement on the dates as 
shown and issue invoice to *' * 


Department 


E. M. S. 

One Main Street - Fort Wayne* Indiana 


twent of Purchases 
of Fort Wayne 


- tSapeer 
City ( 

Ey , 


PIPS WAhlgD - RSFEPEaeg DO. 706 

Proposals will be received by the City of Fort Wayne at the 
Office of Department of Purchases, 'harbor One Main Street* Room 
470, Fort Wayne, Indiana, until-:-. Wednesday t-.J.u ng U 1977 - 11;n0-AJ:b 
_ for the following items: 


One (i) Emergency Medical Services Yen-Type Ambulance 


pcrr-s, sppcifi cations, etc,, ray be obtained upon applJ cation at 
che office and address given above, -t f " 

• ■" ! '’-" crffwrw Jn * tg tir- 

ThTFccessfut Bidder will be retired do burnish o 

C i.t v of: - F or t W n vn n 

A. C. Lord 

. - Director of Purchases 

Tu oTT 7 v~rtT&i^ r~sT to- n ^ r 




IF GAL L0T3 CIS 


5-1’-77 









































PROPOSAL AMD BID SURETY FO RM 


Pog'V i'H or # 17 - 786 


. fee n-pllaace with the foregoing 
i 1 , if fe, Ml i accepted with 

t * !« 0 ith tv pits td.'l her m 


on to hid and ibje t to ah of th Ord tio is thew of the unctsrs gt, 1 ofte’g, 
a unable time fr >m Htt of rpt l n of bids, to inter into a cortiut in r>s 


, lli in*ro‘, Ci tii*nl Coaditwms, In tuirtnn, 
hum an own a part of thU prop-, at 

i ’ f. Mi, , i 'lie ‘ s < 

1 S id . re 4 ', es*R'« ed i.y tl p K 1 Id 


Biclchm In in million for Hi deltas 
trod b* law and rnrr.alntus ufficed thereto < 


b.,' , i r - ’ n py i aw) ’ -V -tt 

lTa 0K s! p f i, ib bond ro-m-No a i rrife ats form oi mt> wide m considers© 

KIP W AIT MLN IV TUKSK PRESENTS, THAT we, th. «r'Kr art held and firml/ hound sr.t t, •• City 

of Fort \ 'nvn Strife of Lidj/ina, in the fum of... -. .. ^. 

........ T I" 

, i t f Jo- 1 - Wtyn iM succes or ami e "a* ht.h wymsk v *H m f 

i r ,B i B j 0 i s di Vi s si i o s, «■ -utoT an ! d m t Vt % | felly »nd vn a 

ite$e pr« rente. .-I .a t ; hYt' ...v . ..-..I . ' t-v'.-n:. 1 

^ , n s on Cl tW f ,>ty oil sue!, that if the bid r P'opoual attached;,- fe ml trade n part hereiK a I- ! * 

» • <! ’’ ' «■ 

- ..... ... r 7„...U.. :: m U , H ,. r . , M. > ' l ’ ' " ' AT ^ . '' ' ■ .1 

r] f l of Fort Wa v,$ ‘t of hi ia T ais! shall secure tS#> performance c me ay bon 

. „ rwjuirt! to *V •■ did .id.-s of Dm Hfy o' Fo:t Wavno. Indiana then I,hi- uhl>at; ■„ si ad he fin an *,> 

i a he in fed fore vh! ut <t I? S 'coowate mvmty is furnished th - — 

. n to ***» tv m « 


u set forth !n feu &V? 


ATTEST lOf 1 0 i DOERS. _ 

1 ue IMS form MflL " J2QJ1QT Substitute 
lorre other Ferro* (Use of any other 
fe-'n will disqualify y|#r Bid.) 


Sir-*; '*:K8 <EIO SURETY AHt> PROPOSAL): 

D ; t.. \ Robert- Hr Hawtc : :V, r ' 

bidder • . . Owner 

.... :. .. ...... and 

J ' ' ' ‘ ' ‘ ' ^ i: " ‘j 112 Shadow!awn Drive 

,• t : J 4 _Sigru!->r=s KAfer General Cosiditons, etc.) 



jJs*- a! I’£ * * Par 


] Noblesville, Indiana. 46060 
\ n ,7 . May 31, 1977 ... 


HAWK EQUIPMENT COMPANY 


i I' * 


z-he 



' Robert H. Hawk , - 

May .31, 1977 


LDate. 










Hawk 

^ V Equipment Co. 

112 SHADOWLAWN DRIVE • NOBLESVILLE, INDIANA 46060 • PHONE (317) 842-2727 


May 31, 1977 


A. C. Lord, Director 

Fort Wayne Purchasing Department 

Fort Wayne, Indiana 

Dear Mr. Lord: 

/ Re: Ambulance Bid For Fort Wayne, Indiana 

We are pleased to quote on your ambulance requirements. Your specifications 
relate to our standard construction with very little change; however, we feel 
the difference is significant enough for us to submit two bids. Bid number one 
is to your specifications without exception. Bid number two is to our standard 
construction with options listed to meet your equipment requirements. 

For your evaluation we have enclosed literature, interior sketches, and a list of 
our references. 

The warranty period on bid number one is 12 months/12,000 miles, whichever comes 
first, excluding normal daily wear and tear. 

The warranty period on bid number two, our standard unit, is I2months/I2,000 miles, 
whichever comes first, excluding normal daily wear and tear, with a 24 months/ 
24,000 mile warranty on the fiberglass roof. 

Equipment items are priced separately on bid number one, with the same .pricing 
applicable to the equipment items on bid number two. Therefore, the city may 
delete individual items based on cost, need, or function. 

Delivery on the vehicle will be thirty (30) to forty-five (45) working days after 
receipt of the written purchase order. 

Please don't hesitate to call me if you need any additional information. 



Robert H. Hawk 


jra 

Enclosure 


/OR M DP2B 5-68 


CITY OF FORT WAYNE May in*. 

DEPARTMENT OK PURCHASES u W7 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

following llrt of 


Qot*»Uoa». subject to tb* condition* on tb» ruv.rn* h*r«cf, nn 

«ru»i>U»*, wialpount of c«rrIo«, for th* il«o*rtm*nt &» roonUoned. wltb 
M «bown Mow. QooUUon* *todi ii . 

lndicatod below.* 


i chM-gt. for dellvory. ^ 

A.C.Lord - 423-7037 


1*3. AcUai«ji your reply * 


DEPARTMENT OF PURCHASES 

Room 470 t Number One Main St., Ft. Wayne, Ind. 46802 


Department 

or Division—_ b • b • 


3rd Floor - City County Building 

One Main Street - Fort Wayne, Indiana 


Page. 1. 

Ref. No. 786 


Date JtelAuim-. 

Date wanted __ 


Fund 10-835-722 
Appropriation No_ 


RETURN ORIGINAL TO THE CITY— RETAIN DUPLICATE COPY BOR YOUR FILE 
Closing 

Time of Rid a Wednesday - June 1, 1977 - 11:00 A.M. __ 


CEanncATs number is a 


TAX EXEMPT (Unless otherwise indicated) 


butatily 

Unit 

M<*t*ri*S*, 3appU*», E>?Jp;*<snt or &*3nrJc9* 

Unl» 

Pric* 

Total 

Aiwtowot 

1 


Emergency Medical Services Van Type Ambulance per Specifications 
Attached. 

All Specifications and Questionnaire must be fully completed. 

The enclosed Non-Collusion Affidavit and Proposal and Bid Surety 
Form must be properly executed and returned as part of your Bid^ 





This is a (R.F.P.) Request for Proposal Bid where Bidders are 
asked to submit technical specifications along with their Bid so 
that proper evaluation can be made. Cost will not necessari1y be 
the determing factor and bidders are requested to submit alternate 
Bids also, for consideration. 



1 


TEC 300 TYPE II VAN AMBULANCE PER ATTACHED SPECIFICATIONS. 

Dodge Chassis (Deluxe) 


[515,962.57 



PLEASE NOTE EXCEPTIONS OR EXPLANATIONS AS NOTED: 

RADIO EQUIPMENT NOT INCLUDED IN BID. 




% 


Sid Bond required □ 
t'ejyna—112—% cash discount if paid within— 


100% 


J.Q—days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


Delivery of any or all of the items or completion of services indicated shall ba made wit^iinfLuaysfrom receipt of order‘d 

IMPORTANT irsv* a* <j«li«rr tui b» a d-*c!<iiaat factor in th* award of an orcWr. ll_ i» bW-V*r» 

**■■■' furniib tb* Inform.tJon royu*«t*<i tixm. 

p~ -j Clan H*r*i 

TRAVEL EQU IPME NT QflRppRATJON 

2 




TffvT 
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Specifications for One (1) Emergency Medical Service Van Type Vehicle. The Specifications 
are minimums and all exceptions to the specifications must be noted and agreed upon by the 
Emergency Medical Service. 

1. Standard Minimums: ....... 

Deluxe bucket seats, (2), anchored by four case hardened steel bolts, 
reinforced with six guage heavy steel, minimum; tinted glass in all 
windows; 7h" by 10" exterior mirrors (west coast type) including a convex 
portion, located at bottom exterior mirror. Driver seat to be reinforced 
with sixteen guage flat steel mounted on top and at front of seat frame. 

(See Drawing #1) 


Suspension: . , . . 

Front: 3800 lb. system. Dodge MBL type, shock absorbers: 


Rear: 

3. Springs: 

Front: 

Rear: 


4. Axel: 


super duty, MBL type, or equal. 

Extra heavy duty, with anti-sway bar. 


Dodge MBL type, 3800 lb. minimum, or equal. 

Leaf type, 2750 lb. minimum, left side reinforced to 
accomodate extra weight ob cabinetry. 


Front: Dodge MBL Type, or equal. 

Rear: Anti-spin, 4.10 - 1 gear ratio. 

5. Batteries: • J „„ . .. . 

Two 12 volt, 70 amp-hour, #1 located under hood, #2 located under 
under floor of passengers' seat, easily accessible from outside 
with door open. 

6. Bumpers: Front and Rear, both chrome. 

7. Engine: 360 cu. Inch minimum 400 cu. No additional cost 

8. Transmission: Three speed automatic, with one speed reversed. 

9. Horns: Dual horns with horn bar, horn for reverse gear warning 

system. - 

10. Grille: Chrome or anti-rust, or equal. 

11 . Radiator: Extra large, heavy duty with 16 Qt. capacity 

12. Instrument Panel: Padded and lighted. 

13. Glass: Curb side body. 

14. Hub Covers: Chrome or equal. 

15. Wheel Rims: To be painted with Dupont White Emron. Code #4288UL 

16. Body Molding: Chrome 


$ 

Std 

$ 

Std 

$ 

t>ta 

)ar not 

Lt ? Cor gta 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

‘ Std 

$ 

Std 

$ 

Std 

$ 

Std 

$ 

* Std 






















17. Power Steering: 

18. 


Required. 
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$ Std 


Climate Control: Heater-Defroster, factory air, mounted in drivers’ Except - 

compartment, seperate heater and air conditioner See enclosed 
in patient compartment, (air-conditioner mounted drawings for 
overhead in enclosed compartment above passageway location 
from driver's compartment to patients' compartment, 
air-conditioning unit must have provisions for easy 
access for repair purposes. Heater positioned in 
left rear of patient compartment. $_ 


Std 


19. Undercoating: 

20. Trim: 


Required 


Interior trim, factory color coordinated, seats, 
dash, front door panels. 


Parchment 
$ Std 


Five (5) 800 by 16.5 steel belted radial tires 
mounted, and two (2) mounted 800 by .16.5 steel belted Indiana 


Studed Tires 
not legal in 


radial snow treads with studs. Tires manufactured 
.by Goodyear or Michelin. 


NOT QUOTING 


22. Door Check Arms on all Doors: Required 

23. Doors: Double rear. 

24. Doors: Double doors on curb side. 

Hand Throttle Control: Electric Type or equal. 
Parking Brake Light: 

Size: 


25. 

26. 
27. 


Minimum of 100 inches total height, 125 inches 
total patient compartment length, 60 inches minimum 
patient compartment height, minimum 25 inches floor 
space between squad bench and installed patient cot. 


$_ 


STANDARD TOTAL: 
LESS TAX: 

LESS DISCOUNT: 
NET TOTAL: 


« $ 

GO 


Delivery Date: 45 to 60 days A.R.O. ■ 

Warranty: _ 12 Months or 12^000 Ml las 





















STANDARD CONVERSION DETAILS: 
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28. Trim: 

29. Floor: 

30. Step: 

31. Lights: 

32. Cot Holder: 

33. Guard Rail: 

34. Seat: 

35. Seats: 

36. Cover: 

37. Cooling System: 

38. Headers: 

39. "Star of Life": 

40. Headlining: 

41. Cabinet: 

42. Panels: 


All Blue vinyl interior trim, including side and Blue vinyl 
all door panels (patient and drivers compartment) available 
padded & quilted design. pa$ient compt. 

' only ” 

Full length floor, 3/4 inch marine plywood base, 

covered with cushiontone type vinyl floor covering, 

water sealed at all edges, with chrome moldings. $ Std . 

Step built into rear bumper, minimum width of 53 
inches, 9 inches deep safety grip strut thread, 
self cleaning, rounded and smooth corners, attached 
by double bolt system. $ std 


Six bright dome lights and two blue running or low 
intensity lights in patient compartment, map light 
mounted on passenger side of drivers' compartment. $__ 

Cot Holder mounted into floor. $_ 


Chrome fold down guard rail mounted on squad bench. 

Attendant seat with padded back rest and safety •Location of ~ 
belts, located at head of patient, with storage spaceP ort f^® in „ 
for portable 02 $ bee .q+a s 


Driver and rider front seats to be secured by double 

bolt system. $ Std 


Wheel House Cover, squad bench all covered with 
blue vinyl with chrome mouldings. 


Except 

^Formica faced 


Separate cooling system for transmission. 


$ 


Std 


Padded door headers.on all patient compartment 
doors, minimum of 2 inches thick. $ 


One 14" on left side, one 14" on right window, 
two 14" on rear windows with backing cut out*, 

%" border of white around blue "star", and one 

24" on roof only, all reflective material. $_ 


White vinyl headlining, both driver and patient 
compartments with zippers for easy access to roof 
lights; limited to upper roof section only. 

All Cabinetry to be of metal construction with 
chrome trim or equal. 

Side panels backed by sheet metal with metal 
behind ceiling vinyl. Switch panel in drivers 
compartment for: a) Emergency Lights, b) Siren, 
c) Flood Lights, d) etc. Switch Panel in patient 
compartment for; a) Dome Lights, b) Heater, c) Air 
Conditioning, d) Exhaust Fan, e) Etc. 


$ -Std 

Except double 
^laminated 
ToHUltja- 


$ 


Std 


















and circuit breakers for interior overload protection. 

Automatic pillar switches on all rear doors for 

interior lights. $_ std 


44. Reflectors." Red reflectors inside and outside of all doors. $_ std 


45. Insulation: 


Raised roof section to have cork type insulation on Fiberglass 
center section and upper sidewalls. Body sides thick w/foil 
to have solid-backing blanket type insulation such v ^P° r seal 
as UltraLiner's 1200 H Mating Non Settling. $_ . 


46. Reinforcement: 


All side panels reinforced with heavy steel, „ td 

minimum of 14 guage 8 x 2" wide channeled, side 

member type steel running full length of patient „ , . . • 

compartment on .top side of wheel wells. (See 

Drawing #2A) Front doors reinforced with steel 

channels of 14 guage 8 x 2" wide channeled, side 

member type steel. (See Drawing #2) $ Std 


47. Accessway between driver and patient compartment with sliding door. $ 


STANDARD CONVERSION TOTAL: $_ 
LESS TAX: . $_ 

LESS DISCOUNT: 3 $ 

NET TOTAL: U $ 

. w - 


Delivery Date: 45 to 60 days A.R.O. 


Warranty: 


12 Months or 12,000 Miles 
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48. Inverter: 


1000 Watt AC inverter, located behind drivers seat Inverter 

with one outlet in patient compartment and one in location under 
each rear fender. $ attendant seat 


49. Oxygen: 


Hospital installation including regulator, two 
flush mounted outlets, flow meter, humidifier, mask 
and hoses, oxygen demand value, aspiration trap, 
and collection unit, high pressure hoses, and all 
metal reinforced oxygen tank cradle for "M” size tank, 
all Puritan-Bennett type both right and left side liter 
flow outlets. • $_; 


While Factory, with Omaha Orange (Code 31U) stripe 
painted with Dupont Emron paint, surrounding van 
sides. Back and Top. 


51. Plasma Hook: 


Plasma hook mounted in patient compartment ceiling, 
mounted between attendant seat and patient cot. $___£ 


Dual bottle o 


52. Ventilator: 


Power driven with screen, located in rear ceiling 
of patient compartment. 


$ 


53. Hand Tool Set: 


Fire Axe, Two flashlights with.batteries, 12 flares, 

2 pair orange flourescent rubber gloves, lantern with 
battery, two lengths, 3/4 inch manilla ropes, 50 Feet 
each, double action tin snips, and 24 inch wrecking bar. 


54. Master Switch: 

Master switch in drivers compartment to cut off all 
emergency systems, except inside lights. 

$ 

Std 

55. Fire Extinguisher: 

: One 10 pound dry chemical fire extinguisher, mounted 
in drivers compartment. $ 

Std 

56. Alternator: 

130 amp Leece-Neville alternator or equal. 

4700 Series Preferred. 

$ 

Std 

57. Aspirator: 

58. Assist Bar: 

Electric type suction with N.C.G. gauge. 

Combination izv ( 

$ engine 

Full length mounted on ceiling, stainless steel. 

$ 

Std 


See floor pla 

59. Storage Capabilities: 1 Scoop Stretcher, 1 Stair Chair inside rear drawings for 

door, 2 Full length backboards - left rear behind storage 
wheel well, 1 Short backboard - left rear wall behind 
swivel base and wired for on board charging system. 


60. 

Batteries: 

61. 

Rail: 

62. 

I.V. Pole: 


Dual batteries with protected selector switch on Duplication covered 
right hand side of base of drivers seat. _ 


Mounted Fairfield Modura rail, eight feet long, on 
cabinet sides with two attached Modura guides. $_ 


Attached I.V. pole 5 inches in pole height attached 
to Modura guide. 
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63. Handle Exits: Inside rear loading doors. 

64. Beacon Rays: Dual 184 beacon rays mounted on front roof corners. $ std 

65. Flashing Lights: Eight (6) 6 inch alternating red and amber flashing 

lights, tunnel type, waterproof seal, tunnel 

mountings moulded into roof shell; Two (2) mounted 

on roof sides and rear. Two (2) 4 7/8 inch round 

red flashing lights, mounted in grille, wig-wag 

type. $ Std 

66. Fog Lights: Amber, mounted below grille. $ std 

67. Spotlight: Hand held, clear, mounted passenger side only, 

with 6 feet of cord and securely fastened on 

mounting on dash, 50,000 candlepower. $ std 

68. Flood Lights: Two mounted on each side, and rear, quartz type 

with right and left bank system to be operated by 
separate switches in drivers compartment. Rear 
floods minimum of 100,000 candlepower and side 
floodlights in minimum of 150,000 candlepower. $ std 

69. Siren: Federal PA 200 siren system with two exterior 

mounted chrome CPI00 speakers, including a PA 
system, with option to cut out One (1) speaker, 
with switch mounted in drivers compartment. 

70. Roof: All steel, with interior mounted 3/8" thick x 

4" wide steel roll bars. (No Exceptions) 


Std 


24 Hour Delivery of Parts, except Dealer Items. (STD) 


Spare ambulance available and to be provided if ambulance is out of service 
for a period to exceed 24 hours. 


Exception - TEC 
Heavy steel cage 
$ Fiberglass C ap 
See attached : 

certification 
test data 


Std 


Warranties specified in Bid. 

Floor Plan specified in Bid. 

Alternatives are welcome if specified. 

Painting and Lettering capabilities specified in Bid. 

Delivery 45 to 60 Days A.R.O. 

OPTIONAL TOTAL: 
LESS TAX: 

LESS DISCOUNT: 
NET TOTAL: 

DeI ivery Date: 45 to 60 Days A.R.O. ___ ' 

Warranty:_ 12 Months or 12,000 Mies _ 


See Below 
KKK-1822 Plan A 

As specified in bid 

$ 

' §* _ : 

<$ _ 

i $ — 
















SPtllt-lLlMI 1UN6 QUbbl1UNNAIRE 
Bidders Proposal - To Be Completed ty the Bidder 
STANDARD SPECIFICATIONS: 
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1. Standard Minimums: 

As speicfied and noted 


2. Suspension: 

As specified - SEE NOTATIONS 


3. Sprinqs: 

As specified 


4. Axel: 

As specified 


5. Batteries: 

As specified - 


6. Bumpers: 

As specified 


7. Enqine: 

400 C.ID. V8 


8. Transmission: 

As specified 


9. Horns: 

As specified 


10. Grille: 

As specified 


11. Radiator: 

As specified 


12. Instrument Panel: 

As specified 


13. Glass: 

As specified 


14. Hub Covers: 

As specified 


15. Wheel Rims: 

As specified 


16. Body Moldinq: 

As specified 


17. Power Steering: 

As specified 


18. Climate Control: 

As specified - Except for location of. rear air condi tioner-SEE^^ 


19. Undercoating: 

As specified 


20. Blue Trim: 

As specified patient compartment only 

Cab (parchment) 

21. Tires: 

As specified except studs not legal in 

Indiana . 

22. Door Check Arms: 

As specified 


23. Doors: 

As specified 


24. Doors: 

As specified 


25. Hand Throttle Control: As specified ... 

?6. Parkina Brake Light: As specified 

27. Size: 

As specified 



































STANDARD CONVERSION DETAILS: 

28. Trim:_ As specified 


29. 

Floor: 

As specified 


30. 

Step: 

As specified 


31. 

Liqhts: 

As specified 






32. 

Cot Holder: 

As specified 


33. 

Guard Rail: 

As specified 


34. 

Seat: 

. As specified 


35. 

Seats: 

As specified 


36. 

Cover: 

As specified 


37. 

Cooling System: 

As specified 


38. 

Headers: 

As specified 


39. 

"Star of Life": 

As specified 


40. 

Head!ining: 

- As specified 


41. 

Cabinet: 

See Notations 


42. 

Panels: 

As specified 


43. 

Switches: 

As specified 


44. 

Reflectors: 

As specified 


45. 

Insulation: 

See notations 


46. 

Reinforcement: 

As specified 


47. 

Accessway - Driver and Patient Compartment: 

As specified 


OPTIONS: 

48. Inverter: 

As specified 


49. 

Oxygen: 

As specified 


50. 

Paint: 

As specified 


51. 

Plasma Hook: 

As specified 


52. 

Ventilator: 

As specified 



































OP TIONS (CONTINHFOV 

53. Hand Too] Set: 

54. Master Switch:_ 

55. Fire Extinguisher: 

56. Alternator: 

57. Aspirator: 


As specified 



62. I. V. Pole: 

63. Handle Exits: 

64. Beacon Rays: 

65. Flashing Lights:^ 

66. Fog Lights: 

67. Spotlight: 


As specified 


As specified 


As specified 


68. Flood Lights:^ 

69. Siren: 

70. Roof: 


As specified 


As specif ied 
As specified 

See Roof Load Test Data 
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NON-COLLUSION AFFIDAVIT 

STATE OF INDIANA, 

_COUNTY 

The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 



He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. • 


ic£±mj 


Disk Waldron, Vice President of Sales 
-jjnbTiTancre "Bivision 


Bidder or Agent 


p or TRAVEL EQUIPMENT CORPORATION 

Firm or Corporation 

0-1 „+ May 77 

Subscribed and sworn to before me this-day of- t _i,' I9_ T __ 

'I' - 


My Commission Expires 

_ _ If _ 


_ Ill'jI '.. 1 if.i 

















PaV-m DP-6 
Short. Form 


BEQUEST FOR PUBLICATION 



DATE May 4, 1977 

Kindly publish the following 
advertisement on the dates as 
shown and issue invoice to.* 


* Department 
Address _ 


E. M. S. 

3rd Floor - City County Bui Id!ng 
One Main Street - Fort Wayne, Indiana 


Department of Purchases 
City of Fort Wayne 



BIDS WANTED - REFERENCE NO. 786 


Sealed Proposals will be received by the City of Fort Wayne at the 
Office of Department of Purchases, Number One Main Street, Room 
470, Fort Wayne, Indiana, until Wednesday - June 1. 1977 - 11-nn A M 

_-for the following items: . 


One (1) Emergency Medical Services Van-Type Ambulance 


Bid Forms, specifications, etc., may be obtained upon application at 
the office and address given above. 

A Bid Bond or Certified Check in the amount of $ _ 5 % 


must be submitted with the bid. 


The successful Bidder will be required to furnish a 

City of Fort Wayne 
Director of Purchases 


N3ERT 1st RUN 


REPEAT 2nd RUN 


Type of Advertising Require' 



LEGAL NOTICE 




























PROPOSAL AND BID .SURETY FORM 
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PROPOSAL: 

In compliance with the foregoing invitation to bid and subject to all of the conditions thereof the undersigned offers 
and agrees, if this bid is accepted within a reasonable time from date of opening of bids, to enter into a contract in ac¬ 
cordance with the prices stated herein. 


The Legal Advertisement, General Conditions, Instructions to Bidders, Information for Bidders, Special Conditions, 
Specifications, and Plans applying form a part of this proposal. 


This proposal is supported by the following bid surety i 
both a proposal and bid surety executed by the bidder. 


required by law and signatures affixed thereto constitute 


BID SURETY (REQUIRED BY LAW): 

BOND FORM: (USE THIS BOND FORM—NO ALTERNATE FORM OF BOND WILL BE CONSIDERED). 

KNOW ALL MEN BY THESE PRESENTS, THAT we,.the undersigned, are held and firmly bound unto the City 
of Fort Wayne, State of Indiana, in the sum of,.....;j.„__ • • r :. _ " - v ? : ; _ * '■ - * . 


...Dollars, 


to be paid on demand to said City of Fort Wayne, its successors and assigns for which payment well and truly to be 
made, we hereby bind ourselves, our heirs, successors, executors, and administrators, jointly and severally firmly by 
these presents. 


The condition of this obligation is such that if the bid or proposal attached hereto and made a part hereof and submitted 
to the within named division of the City of Fort Wayne or its duly constituted agent, is accepted and a contract avvarded- 
to the undersigned bidder and the said bidder shall within ten (10) days after notice of said award enter into a contract 
with the said City of Fort Wayne, State of Indiana, and shall secure the performance of the same by bond or otherwise 
as may be required to the satisfaction of the City of Fort Wayne, Indiana then this obligation shall be null and void; 
otherwise to be in full force and effect. „ 

If a corporate surety is furnished, it is neces«arv 
BID CHECK (ALTERNATE FORM OF SURETV): that a certificate authorizing the ‘nttornej>i”f ac r 

to si&a tbe boud accotnpaaying stune. 


Certified □ 


ATTENTION BIDDERS 

Use This Form Only - DO NQT Substitute 
Some other Form. (Use of any other 
Form will disqualify your Bid.) 


Dollars 

Bank 


; same terms and conditions as set forth in the above bond. 


SIGNATURES (BID SURETY AND PROPOSAL): 
Witnessed by: 


TRAVEL EQUIPMENT CORPORATION 




OTHER PARTIES INTERESTED IN 
THIS PROPOSAL 

(See 14—Signatures under General Conditons, etc.) 
List all Parties if Partnership 


BIDDER 

AND 

PRINCIPAL 1 ) 


Title...Y.i.ce President o£ ..Sales, Ambulance Div. 
P... 0. Box 51.2 


Street Nam© and Number 

Goshen, IN 46526 



City, Suit. o»4 Zip 


Date... 

5/31/77 


^__ 

\ 

See Cover Letter 



Witnessed by: 


Sign on this Lin. 












































A.I.A. Document No. A-310 (February 1970 Ed.) 



FIREMANS FUND 


FIREMAN S FUND INSURANCE COMPANY 
THE AMERICAN INSURANCE COMPANY 
NATIONAL SURETY CORPORATION 
ASSOCIATED INDEMNITY CORPORATION 
AMERICAN AUTOMOBILE INSURANCE COMPANY 


BID BOND 


KNOW ALL MEN BY THESE PRESENTS, that we, TRAVEL EQUIPMENT CORPORATION 
as Principal, hereinafter called the Principal, and THE AMERICAN INSURANCE COMPANY 


a corporation duly organized under the laws of the State of NEW JERSEY 

as Surety, hereinafter called the Surety, are held and firmly bound unto City of Fort WayilS 

Department of E.M.S. 

3rd Floor City County Building 
Fort Wayne, Indiana 46802 

as Obligee, hereinafter called the Obligee, in the sum of 5% 


for the payment of which sum well and truly to be made, the said Principal and the said Surety, bind ourselves, our heirs, executors, 
administrators, successors and assigns, jointly and severally, firmly by these presents. 

whereas, the Principal has submitted a bid for One (1) TEC 300 Type II VAN AMBULANCE 


NOW, THEREFORE, if the Obligee shall accept the bid of the Principal and the Principal shall enter into a contract with the Obligee 
in accordance with the terms of such bid, and give such bond or bonds as may be specified in the bidding or contract documents with 
good and sufficient surety for the faithful performance of such contract and for the prompt payment of labor and material furnished 
in the prosecution thereof, or in the event of the failure of the Principal to enter such contract and give such bond or bonds, if the 
Principal shall pay to the Obligee the difference not to exceed the penalty hereof between the amount specified in said bid and 
such larger amount for which the Obligee may in good faith contract with another party to perform the work covered by said bid, 
then this obligation shall be null and void, otherwise to remain in full force and effect. 


Signed and sealed this 27th day of Jvj^y A.D. 19 77 











GENERAL 
POWER OF 
ATTORNEY 

THE AMERICAN INSURANCE COMPANY 

KNOW ALL MEN BY THESE PRESENTS: That THE AMERICAN INSURANCE COMPANY, a Corporation duly organized and existing 
under the laws of the State of New Jersey, and having its Home Office in the City and County of San Francisco. California, has made, 
constituted and appointed, and does by these presents make, constitute and appoint 


John Jennings, Dorothy E. James and Eugene G. Lange, all of Goshen, Indiana - EACH 


its true and lawful Attorney(s)-in-Fact, with full power and authority hereby conferred in its name, place and stead, to execute, seal, 
acknowledge and deliver 


any and all bonds, undertakings, recognizances or other written obligations in the nature 
thereof 


Fact°may do^inAe^rLm^es.' 1011 ^ ^ a “ eSted by ‘ tS Secretar Y here 

This power of attorney is granted pursuant to Article VIII, Section 30 and 31 of 
adopted on the 7th day of May, 1963, and now in full force and effect. 


By-laws of THE AMERICAN INSURANCE COMPANY 




by any person 

This power of 
of THE AMER 






COMPANY at a r 


lution adopted by the Board of Directors 
day of September, 1966, and that said 




Y of_ April 


o be signed by its \ 

., 19 75 


THE AMERICAN INSURANCE COMPANY. 


STATE OF ILLINOIS, 
COUNTY OF COOK 





STATE OF ILLINOIS, 















□ □PIES TD: 


City Clerk Memorandum 

CHARLES W. WESTERMAN, CUrk 

Mayor Robert E. Armstrong _ Dat e 6-22-77 

Charles W. Westerman - City Clerk 

Appearance before Common Council 7-5-77 - 7:30 T.M. 


BILL NO. S-77-06-04 

AN ORDINANCE approving a certain bid 
document for purchase of an ambulance 
for Emergency Medical Services 


Pursuant to the request of the Standing Committee Chairman of 
Finance, the presence of Donald R. Cleveland, Director of E.M.S., 
is respectfully requested on July 5, 1977, at 7:30 P.M. , Room 128, 
Common Council Conference Room. 

Council members are interested in more information regarding 
the purchase of a Van-type Ambulance for the E.M.S. 

Your cooperation will be greatly appreciated. 











DIGEST SHEET 


J, 77 - eC-O*/ 


TITLE OF ORDINANCE_ Special Ordinance 

DEPARTMENT REQUESTING ORDINANCE Emergency Medical Services 


SYNOPSIS OF ORDINANCEPurchase Order No. 4-00757 favoring AMPAR, Inc, for One (1) 


each 1975 Chassis by Dodge AMPAR Conversion Ambulance. Total price is 


$12,500.00. 


| . 

EFFECT OF PASSAGE To purchase One (1) EMS Van Ambulance 


EFFECT OF NON-PASSAGE Unable to purchase One (1) EMS Van Ambulance 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $,12.500.00 
Cost to Emergency Medical Services Department 


ASSIGNED TO COMMITTEE (PRESIDENT). 

























